



OCCUPATIONA 


OCTOBER, 1952 








W H T et d= See Special Report 


Starting on 


compensation costs haat 


SK YROCKETING ? 


¥Oq0,0qG0Ldon 


























Every Worker 
Should Know... 


< 


... how to administer the Back- 


Pressure Arm-Lift method of arti- " 


ficial respiration. This new film 
will teach him. 


™@ Some day—any day—you may save a life 
that would otherwise be lost, if every worker 
in your plant can administer artificial respira- 
tion. The American Red Cross, the U.S. Pub- 
lic Health Service, all U.S. Armed Forces and 
many other organizations have adopted the 
back-pressure arm-lift (Holger Nielsen) 
method. Now Seminar Films makes it possi- 
ble for you to teach your employees this vital 
life-saving skill: in fact, it provides the 
teacher for you. 


™ “Artificial Respiration” is your teacher. 
This 16mm, sound film does more than just 
supply information—it shows and describes 
every step in the resuscitation process. Classes 
can practice while the film is running, paying 
attention to every detail of hand-placement, 
timing and body position as the commentary 
calls attention to them. Price, $37.50. 


S. 
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Ask to have “Artificial Respiration” sent to you on approv- 
al. Review it free for five days before you decide to purchase 


SAFETY Nore: Be sure your employees 
all see “Artificial Respiration” soon. 
A subsidiary of Association Films, Inc. 


347 MADISON AVENUE NEW YORK 17, N.Y. 


Circle No. 1 on reader service card for more information. 









A NEW APPROACH 






IN EYE PROTECTION 






JONES FULL VISION 


ONE-PIECE SHATTERPROOF PLASTIC LENS 
(METHYL-METHACRYLATE) 


FIT OVER EYEGLASSES 


for INDUSTRY and SPORTS 


MEETS GOVERNMENT SPECIFICATIONS FOR 
IMPACT RESISTANCE AND OPTICAL QUALITIES 
| 


EXCLUSIVE [ 
GLARESTOPPER VISOR GOGGLE 
VISOR GOGGLES | 
GLARE from overhead lighting. LIGHT PALE GREEN 
from overhead light | such as, aluminum, brass, copper, steel, chrome, | 


MODEL No. 2 
FEATURES 
ONE PIECE SHATTER-PROOF PLASTIC LENS re- 
silver, etc. 





FOR GLARE PROBLEMS: Green opaque Visor stops 
@ VISOR TOP STOPS GLARE | 
| duces GLARE and REFLECTION from shiny metals, | 






































@ 100% VISIBILITY for greater 
safety and comfort 
® FIT over LARGE frame 
GLASSES 
@ NO STRUTS or frame to 
obstruct vision 
@ NEW VISOR head band sus- 
pension for added comfort 
@ REPLACEABLE one-piece lens ma VISOR GOGGLE 
MODEL No. 1A 
& NEW down-angle lens = _— — —_ opaque Visor stops 
GLARE from o ad lighting. Reli EYE- 
@ INCREASED impact strength STRAIN and reduces FATIGUE for penne eitienee 
aa NEW ONE PIECE SHATTERPROOF PLASTIC LENS 
& NO FOGGING—no pitting with new down angle vision gives 100% unobstructed 
VISIBILITY for greater SAFETY and wearing COM- 
@ NO GLARE, distortion or FORT. 
| reflection 
@ NEAT—smart—modern 
appearance | GLARESTOPPER VISOR GOGGLE | 
MODEL No. 3 
@ SAFELY NON-FLAMMABLE FOR EXCESSIVE GLARE PROGLEMS: Foundry 
uses, Open hearth work, pouring molten metal, re- 
® LIGHT WEIGHT—cool com- ducing BRIGHT FLAMES, GLARES. 
fortable DARK SAGE GREEN ONE PIECE SHATTER- 
eae SR a, oe See 
; tect: i rom eye strain 
@ ECONOMICAL to use and reduces fatigue. Safely. NONFLAMMABLE. 
® { 


PRICES ALL MODELS 








A NEW APPROACH 
Replaceable Lenses..$1.35 


IN EYE PROTECTION 144 1.80 Cover Lenses... .20 EA 












Ski Goggles Circle 
Satety 6099/25 
Sun Gogg/es JONES AND COMPANY - 125 CATLIN AVE. + RUMFORD, RHODE ISLAND 
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Freedom of range and four-in-one performance 
combine to give this Gasoline- Powered Combination 
Scrubber-Vac its exceptional cleaning capacity. Oper- 
ating independent of power lines, the machine is tree 
to go wherever the operator guides it... working in 
and out of production areas with ease... scrubbing 
continuously ... actually cleaning floors by the mile! And 
this single unit — Finnell’s 218G at left — applies the 
cleanser, scrubs, rinses if required, and damp-dries the 
floor — all in one operation. Thus it is “aa of clean- 


ing up to 16,000 sq. ft. per hour! 


Self-starting engine eliminates rope-pulling as a means of starting. 
The 218G starts quickly and easily by pressing the starter button. 
Operator will shut off rather than idle the machine, and thereby 
prevent carbonizing, a cause of engine trouble. All working parts 
of the 218G are operated by one engine (2 cyl., 4 cycle, 9.4 hp., air- 
cooled). And there are no switches to set for fast or slow — slight 
pressure of the hand on clutch lever adjusts speed to desired rate 
(up to 136 ft. per minute). Two 18-inch brushes give 
a 36-inch scrubbing surface. The powerful vac per- 
forms quietly. Gasoline only is used for fuel (no 
mixing required). 


Whatever the area of your floors, find out what you 
would save with a Combination Scrubber-Vac. Finnell 
makes a full range of sizes, including electric as well 
as gasoline models... available on lease or purchase 
plan. It’s also good to know there’s a Finnell man 
nearby to help train your maintenance operators in 
the proper use of Finnell Equipment and to make 
periodic check-ups. For demonstration, consultation, 
or literature, phone or write nearest Finnell Branch 
or Finnell System, Inc., 3510 East St., Elkhart, Ind. 
Branch Offices in all principal cities of the United 
States and Canada. 


BRANCHES 


FINMELL SYSTEM, Int. am 


P PRINCIPAL 
Ouginaters of Power Scrubbing and Polishing Machines i anal s; 


Circle No. 3 on reader service card for more information. 
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THERE’S PROFIT IN PREVENTION 
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‘= SAFETY SHOES 


*TRADEMARK REG. U.S. PAT. OFF 


THE WORLD'S LARGEST SELLING SAFETY SHOE 
DIVISION OF INTERNATIONAL SHOE COMPANY, ST. LOUIS 3, MO. 
New York Office: Suite 1708, 225 West 34th St. 








00k who's sitting 


Weekends are dreary—and this Watch- 
man appreciates comfort. Since he is 
not supervised by a DETEX GUARDSMAN 
Watchclock, who is to know if he steals 
a few hours to relax in the boss’s chair? 


Sometimes nobody finds out until dis- 
aster strikes. Fire, which might easily 
have been controlled, guts the plant. 
Burglars break in. Vandals cause damage. 
What good does it do to bawl him out 
after the terrible fact? 





How.much wiser and safer it is to super- 
vise your Watchman with a GUARDSMAN 
tape-recording watchclock. Weekends, 
week days or extended holiday closings— 
the GUARDSMAN is always on the job, 
making a minute-by-minute record of 
your Watchman’s whereabouts through- 
out his tour. If your Watchman sleeps, 
shirks or skips a round, you'll know it 
PDQ! Why ask for trouble? Write to- 
day for free circular on the GUARDSMAN, 
the low-cost, quickly-liquidated protector 
of thousands of plants throughout the 
world. 








PATROL WATCHMENS CLOCKS 


ALERT DETEX WATCHCLOCK CORPORATION 
ECO Dept. O-10 
NEWMAN 76 VARICK STREET. NEW YORK 13, N.Y 


GUARDSMAN Sales and Service in All Principal Cities 
Circle No. 5 on reader service card. 
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Buyer's Guide 





SHOW TIME IS SHOPPING TIME for safety men. So our 
Buyer’s Guide this month has been expanded to give you 
an easy file of available equipment. It will help you in 
your shopping at the National Safety Congress (it’s at 
the Conrad Hilton Hotel, Chicago, October 20-24), and 
facilitate your selections when you’re back at your desk. 
We’ve made every effort to make this guide as complete 
as possible, including additions right up to press time. 
Companies included are those advertising in this issue 
of OccupaTionaAL Hazarps and /or exhibiting at the Na- 
tional Safety Congress. Major lines only are listed. 


You can get details on listed products... 


Booth 
ABSORBENT COMPOUNDS 
ORIN OTE GO. es vies ccesiess 31 
Diversey COED. ..c0ccevess 112, 113 
Eagle-Picher Sales Co. ...... 43 
Oil-Dri Corp. of America.148, 149 
Speedi-Dri Corp. ......... 122, 123 


Wyandotte Chemicals Corp. . 70 


ANTI-SLIP FLOOR FINISHES 
Chemical Service of 

"Peer reer ee 308 
DVOTEOY COPD. cccciecccnve 112, 113 
CS. TB. ee Ge sa heccicececes 
E. I. DuPont de Nemours 

| RRR ener 


Finnell System, Inc. ..... 63, 64 
Franklin Research Co. ...... 143 
Frost Paint & Oil Corp. ...... 

Hillyard Chemical Co. ...... 22 
Huntington Laboratories, Inc. 230 
Kelley-Mahorney Co. ......... 232 
Walter G. Legge Co. ....... 36, 37 
Masury-Young Co. ....... 223, 224 
Serra 215 
West Disinfecting Co. ..... 88, 89 


ARCH PROTECTORS 
Reece Wooden Sole Shoe Co...115 


THA), BAC. cicccsccscvnsseses 154 
ATHLETE’S FOOT PREVENTIVES 
ice wavesneancese bein 40 
NS ee eee 121 
AUDIOMETERS 

BEMIS TO. TC. co avccciec cctven 217 
AWARDS 

Motel ATS CO. occ ccccccccvvccs 405 


Williams Jewelry & Mfg. Co.. 48 


CHAINS, HOISTS 
—- Chain & Cable 


cenecPatied dae ksccuneey , 3,4 
Columbiis McKinnon Chain 
A Pr re: 68, 69 
Ss. G. Praylor Chain Co... s0005 
CUTTING-OIL DISINFECTANTS 
C. B. DGS CO... oi vcccccvcccee 
Hillyard Chemical Co. ........ 22 
West Disinfecting Co. ..... 88, 89 


DISPLAYS AND BULLETIN BOARDS 
A. C. Davenport & Son, Inc.. 
Elliott Service Co. ......cc.ee- 
Embosograf Corp of America. 231 


...in this issue, on page 


...or at the Safety Show, booth Y 


Page 


101 
61, 127 
2 


70 
102 


71 


120 


90 
93 


106 


101 
71 


121 


Booth Page 
Wagner Sign Service, Inc. ....223 15 
Mine Safety Appliances 

hs eNadsatdaveatenowuwness 83-86 40 
DUST COLLECTING SYSTEMS 
BOPHGC COBB. cosicssceccscess 125 
American Wheelabrator & 

HGuipment Corp. ..csccceess 117 
Peters-Dalton, Inc. .......... 60 
WORE PEE MOOS, Ohne se san ceeees.s 94 
EDUCATIONAL AIDS 
Aetna Life Affiliated 

COTO ete saecesesccecs 102-4 
Continental Can Co. ......... 83 
Diamond Match Co. .....ce0e0- 401 
Elliott Service Co. ....cscccce 24 
Marsh & McLennan, Inc. ...134-5 
UW. S.. BUVEIHS CO. ccccviceces 86 
ELECTRICAL TESTING EQUIPMENT 
IEE: COED... 6.60 cdcswe tenons ees 427 
ELEVATOR SAFETY CLAMPS 
Safety Devices, Inc. ......... 105 
EMERGENCY SHOWERS 
Haws Drinking Faucet Co... .402 114 
EYE PROTECTION 
American Optical Co. ..... 79-81 19, 33 
Bausch & Lomb Optical 

MD. “OvaWreReeeCeessaa ceed 51-53 Cov. 3 
Chicago Eye Shield Co. ...72-74 16 
DOOEMEOR. GOED. is ccesevncccsese 142 8 
DORON GO. cv iaevccscvcveveces 4s 
Jackson Products Co. ....... 74, 104 
SOE BGG. cicccwivecvacsvcned 300 1 
Kimball Safety Products 

MM. . GbaceGecdsbbeiaeeiicrs tens 96 56 
B. F. MeDonald Co. ......% 61, 62 66 
Mine Safety Appliances 

C. . cesecwns ea cenenees hen’ 83-86 40 
Pennsylvania Optical Co. .... 69 
Selistrom Mig. CO. vcisccscess 30 
U. S. Safety Service Co. .100, 101 10 
Watchemoket Optical Co..140, 141 12,13 
Welsh BEG. CO. sciciccccvccsnes 306 
Willson Products, Inc. ...107, 108 77 
FACE SHIELDS 
American Optical Co. ..... 79-81 19, 33 
Bausch & Lomb Optical 

POSER rT Renner ree 51-53 Cov. 3 
Chicago Eye Shield Co. ...72-74 16 
DGOCESON COPD. ciciccccivecsve 142 8 
Pera GO... vscceueeecceneseess 44 


Continued on page 92 





When you get to Chicago... 


don’t forget to stop in and say hello. OccuraTIONAL 


Hazarps’ booth is number 54. We’re looking forward to 
seeingjyou at the 40th annual National Safety Congress. 


OCCUPATIONAL HAZARDS 
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Meet 2 
high-ptr 


His take-home pay isn’t so much. But he costs his 
firm more than a couple of vice-presidents. 


He squanders dollars—using inferior floor pol- 
ishes, stripping, waxing and stripping again in 
an endless and costly cycle. He exposes his 
company to heavy claims for damages—the 
result of accidents on slippery floors. 


Mr. Maintenance Manager, if this man works for you, 
it’s time you put him wise to the LEGGE System of Safety 
Floor Maintenance. LEGGE gives you floors that gleam 
without slipperiness. Your polished surfaces hold up 
even under the roughest abuse, because LEGGE Safety 
Polishes can’t be “walked off”. Many buildings report 
up to 98% reduction in slip-accidents, 25% savings on 
materials, 50% savings in labor. One well-known insti- 
tution cut its maintenance budget from $60,000 to 
$40,000 by adopting the LEGGE System. 


Note: There is no single 
cure-all product suitable for 
all floors. The polish that per- 
forms wonders on linoleum 
may prove damaging to asphalt 
tile. The cleaner that makes a 
new floor sparkle may not be 
up to removing the ground-in of Safety Floor 
dirt and old wax of a 20-year- Batetonanes 
old floor. 













That’s why we custom-tailor LEGGE Safety products 
to specific needs. For important facts about your floors, 
write, telling us their composition, area and age. 
WALTER G. LEGGE COMPANY, Inc., 101 Park Ave., New 
York 17, N. Y. Branch Offices in principal cities. In 
Toronto—J. W. Turner Co. 


Walter G. Legge Company, Inc, 

101 Park Ave., New York 17, N. Y. 0-10 

Gentlemen: 

{ ) I'd like to know what Legge Safety Prod- 
ucts can do for my floors. | have approxi- 
mately. sq. ft, of 








(composition) 


( ) Send me your FREE booklet, “Mr. Higby 
Learned about Floor Safety" 


Name 





Firm 





Street. 





Sweeweerasecewrwereeoreeoere™ 
Seuss co eeseeseeeunasseaasead 


City. Zone___State___. 


Leseeeneeen teas eonannannanasaanmanand 





Circle No. 6 on reader service card for more information. 


OCTOBER, 1952 

















e way 
ATER EC GOGGLES of the finest construction in specific mod- 
GRE or els for all hazards: sparks, flying particles, dust, chem- 
erators will we ical splash, intense glare, injurious infra-red or ultra- 
cO MFORT Your oP save YOU cost- violet rays .. . each Built for Better Service. 
Ve 








FACE SHIELDS in a full range of models for specific 
or general use. Each provides just the right coverage 
and construction for a good margin of safety with the 
lightest weight. 





HELMETS and HAND SHIELDS in specific models meet 
any requirement for work or inspection. Tough, lasting 
construction minimizes weight, increases convenience 
and assures full protection. 

Circle No. 7 on reader service card for more information. 
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GEE, IRON AGE SAFETY SHOES 
REALLY HAVE S.A." 








No. 623 


+ 
c= 





"SALES APPEAL 
... that boosts your coverage 





ron Age sarety shoes 


Write for Catalog 






No. 921 


vt 


The Safety Shoe for Industrial America 








IRON AGE DIVISION, H. CHILDS & CO., INC. 
1205 MADISON AVENUE ¢ PITTSBURGH 12, PA. 
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FRAME 


®@ Crystal Clear ViNYL frame per- 

mits wide-angle side vision—Vel- 

vet Soft—Fits contour of all faces 
snugly. Inside edge of frame 
rolled for more comfort and bet- 
ter fit. Generous grid vents for 
full ventilation. 


LENS 


@ Optilite @® Lens meets Federal 
Spec. for optical qualities and 
impact resistance — available in 
Crystal Clear or Green. 








@ Lens quickly and easily replaced 
—locks securely in frame. 


Se ®@ Extra-large lens area — Fits over 
oa most styles of personal glasses. 


THE SAF-I-DUO 





THE SAF-I-SHIELD 


SEE US @ 


at the National Safety Congress 
Booths 100 and 101 
Write for 
Literature and Prices 


UNITED STATES SAFETY SERVICE CoO. 


KANSAS CITY 6, MISSOURI! BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 
in Canada PARMELEE, LTD. Toronto 























Circle No. 9 on reader service card for more information. 
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As one of the world’s most important precision manufacturers, INTERNATIONAL BUSI- 
NESS MACHINES surveyed its great Endicott plants to determine how MAGIC LENS 
TISSUE could increase efficiency, cut costs, improve accuracy, save accidents, reduce waste 
time. 


I. B. M. found no less than 400 places in its machine shops, grinding or welding operations, 
assembly lines, inspection sections, engineering departments and laboratories where 
MAGIC LENS TISSUE should be (and immediately was) installed; and all at a trifling cost. 


I. B. M. found that goggles and glasses stay dirty, dangerous and inefficient unless you make 
it easy as possible for workmen to keep them crystal-clear. What’s good for I. B. M.—and it 
must be good to satisfy I. B. M.—is good for you. 











Each MAGIC sheet is loaded with 
sparkle-power. The paper is, with- 
out question, the finest that can be 


ser has no moving parts. Not much 
bigger than a man’s fists. MAGIC’S 
Adhesive Mounting Strips mean no 





made. Big sheets .. . 50% larger screws, nails, hammering or drill- 
than usual .. . yet it costs you less. ae ing is necessary. Dispenser affixes 
Soft but tough. It doesn’t tear. No itself to machinery, metal, glass, 
fluid. Nothing to squirt. No waste. ad SCREWS tile, steel girders, plaster walls or 
No cumbersome cabinet or compli- LLS any smooth surface. And the Dis- 
cated Dispensers. Each carton of OR DRI pensers cost only $2.50. All prices 
Refills contains 6 Ready-to-Use NEEDED... F.O.B. our factories. Buy a lot 
Packets (800 interfolded jumbo- IT more safety and efficiency for a lot 
size 5” x 634” super-strong sheets JUST STICK less money. Write us, or order 
per packet) at only $8.40 per car- through your safety supplies job- 
ton. The simple, compact Dispen- TO THE WALL ber today. 











4 
- JENS RAG ITZ Za 


SILICONE TREATED 


U.S. PAT OFF 


The Silicone Paper Company of America, Inc. 
The Worlds Largest Producer of Silicone Papers 


Interfolded sheets: Flat sheets- Rolls General Offices: 75 East 45 Street. New York 17 \.) 
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Make Your Safety Program More Successful 


WATCHEMOKET 


ES 


SAVERS 


TM Reg 








FEATHER-LIGHT. PROTECTION 
WORKERS LIKE TO WEAR. 


MODEL 440 With comfortable 


soft plastic frame 
MODEL 440 methacrylate lens resists extreme impact. 
OPTICALLY CORRECT. No distortion. 
CLEAR OR COLORED lenses available (light, medium 
or dark green). , 
VENTILATION available direct or indirect, as desired, 












Large size 
fits over all 
prescription glasses 


MODEL 441. Same frame with acetate lens for light 
weight flexibility. 

PROTECTION against average impact and heat. Choice 
of clear or medium green lens color. Ventilation styles 
same as Model 440. 





Feather-light, 
TUC-AWAY ah ve protection 


OPTICALLY CORRECT methacrylate lens does not 
shatter. 
RETRAX TEMPLES, plastic or metal, telescope for 


QUARTER - CUP 
LEN 








close fitting comfort. Club temples also available. 

REPLACEABLE LENSES in four styles give multi- 
purpose flexibility. Available clear or in four colors 
(light, medium and dark green, and cobalt blue). 


Ss 
Side and bott SEMI-CUP LENS 
en ia NH view 90% 
Protection 
\ 


REGULAR SIDE 
SHIELD for 
average eye 
hazards. 






FULL 1” SIDE 
SHIELD 


Clear view side 
protection 





| davad Low cost, one-piece coverall 


LIGHTWEIGHT ACETATE LENS, weighs less than an 
ounce, formed with no lens distortion. 

CLEAR OR GREEN lenses available. 

D-LUX, a larger size one-piece acetate coverall also 
available in clear or green. 





MODERN PLASTIC EYE-SAVERS are attrac- EYE-SAVERS PLASTIC LENSES (methyl 


tively styled and designed to give maxi- methacrylate) are shatterproof, and op- 
mum protection plus comfort. tically correct to eliminate eye strain. 


WATCHEMOKET 


ES 


For the finest in eye protection, ask for Eye-Savers! 


WATCHEMOKET OPTICAL CO., INC. 


PROVIDENCE @ RHODE 'sStAND 


IN CANADA e@ LEVITT-SAFETY LIMITED, TORONTO 10, MONTREAL 1 
Circle No. 11 on reader service card for more information. 
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SAVERS 








Lvs. rh 














d 
(illustrated), 
with curved molded 
frame, features shatter- 
proof methacrylate lens for 
protection against extreme 












When CYO 


SAVERS stand guard! 


You can depend on shatter- Feather-light comfort and 
proof, plastic Eye-Savers to attractive styling assure 
give sure protection to all maximum employee-coop- 
your workers. ’ eration. 


For the finest in eye protection, ask for Eye-Savers! 





WATCHEMOHKET OPTICAL CO., INC. 


PROVIDENCE e RHODE 'SsStLAND 


SAVERS 





IN CANADA = e@ LEVITT-SAFETY LIMITED, TORONTO 10, MONTREAL 1 
Circle No. 11 on reader service card for more. information. 
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Wherever you are, there’s 
a LE i Safety Shoe 


repr 
alwa 


lant! ( 
‘ / 


SPOKANE | * 
E. L. Price 


RESEDA 
| Stanley W. Dean 


; 

| SALT LAKE CITY | 

| R. S. Mumbraver 
DENVER 


B. F. Hilligoss 


7 


| OKLAHOMA CITY 
George Brong 


EE 


f 
a Pre 
al & 
. 8 . 
* 
2 a ie an 


f 
é » % 
r a er 
Sails 


DALLAS 
Paul Campbell 


see Us at Chicago-Nationat SAFETY CONGRESS 


Circle No. 12 on reader service card for more information. 


14 OCCUPATIONAL HAZARDS 








ss _ 


























No delays with Lehigh whenever you need prompt safety shoe service at your plant! Your 
Lehigh representative is “on call” 24 hours a day . . . always available at short notice to help 
you solve foot-safety problems, advise you as to the proper shoes, fit your men when necessary, 
work closely with your safety man to reduce foot-injury rates. And we back him up with 


prompt service from our warehouse on one pair or hundreds! Write. We’ll put you in touch. 


a — =. ee 
RACINE DETROIT | | BUFFALO i SYRACUSE 
Frank E. Smith Wn. S. Snell, Jr. | W.O.Longnecker | | B.O. Longnecker 


| 
| Seateeni Weer | —7 

















| ROCHELLE PK. 
| Vincent Kiely 


Z 
| YOUNGSTOWN | 
Earl F. Moore 









CHICAGO 
John E. Ellis 


/ 
/ 






— 


a | BOSTON 
| Raymond Connolly 









| NEW YORK CITY 
Andrew F. Rueb 
rae : 


| ALLENTOWN 


| Arnold F. Warner 


* TRENTON 


———_| 
Lynn Willett 









PHILADELPHIA 


Paul Masters 
| = 


BALTIMORE 
Fred Hoppes 












—_ 


| MARIETTA 
| Raymond Codrea | 


PITTSBURGH 
| James W. Spooner 









Wm. D. Snyder Andrew Wissinger [ F - | ( - 


BIRMINGHAM — 
SAFETY SHOE COMPANY 
BOOTH 87 ALLENTOWN, PA. 


Circle No. 12 on reader service card for more information. 
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FOR ARC WELDING 


aN 
Headgear-Type 
Goggles 


Paint-Spray 
Hoods 


Spectacle-Type 
Goggles 


Toxic-Dust 
Respirators 


Acitex Aprons 
& Sleeves 


WHERE TO 


ATLANTA, GA. 
Guardian Safety Equipmeni Co. 
427% Moreland Avenue, N. E. 
BIRMINGHAM, ALA. 
Guardian Safety Equipment Co. 
4215 Ist Ave. No. 
BOSTON, MASS. 
General Equipment Corporation 
261 Franklin Street 
BUFFALO, N. Y. 
The Watson Company 
1443 Main Street 


CHICAGO, ILL. 


Universal Safety Equipment Co. 


5115 Diversey 
CINCINNATI, OHIO 
Williams & Co., Inc. 

3231 Fredonia Avenue 
CLEVELAND, OHIO 
Williams & Co., Inc. 
3700 Perkins Avenue 


COLUMBUS, OHIO 
Williams & Co., Inc. 
851 Williams Avenue 
DETROIT, MICH. 
Averill Equipment Company 
19225 Conant Avenue 
EAST ORANGE, N. J. 
Guardian Safety Equipment Co. 
491 Prospect Street 


HOUSTON, TEXAS 
Guardian Safety Equip 
1915 A Westheimer 

KANSAS CITY, MO. 


Safety, i, 
17% E. 3lst Street 
KNOXVILLE, TENN. 
Safety Equipment Distributing Co. 
832 W. Main Street 
LITTLE ROCK, ARK. 
Fire Appliance & Safety Co. 
1114 W. Markham 


t Co. 





BUY IT... 


LOS ANGELES, CALIF. 
Guardian Safety Equipment Co. 
6104 S. Main Street 

MILWAUKEE, WIS. 

Universal Safety Equipment Co. 
3155 S. 7th Street 

PEORIA, ILL. 

Universal Safety Equipment Co. 
1710 Main Street 

PHILADELPHIA, PA. 
Guardian Safety Equipment Co. 
214 S. 45th Street 

PITTSBURGH, PA. 

Williams & Co., Inc. 
901 Pennsylvania Avenue 


ST. LOUIS, MO. 
Safety, Inc. 
2608 Olive Street 
ST. PAUL, MINN. 


Continental Safety Equipment, Inc. 
1551 Selby Ave. . 





Lift-Front 
Helmets 


FOR GAS WELDING 


SALT LAKE CITY, UTAH 
Universal Fire & Safety 
Equipment Co., Box 1587 

SAN FRANCISCO, CALIF. 
Guardian Safety Equipment Co. 
50 Hawthorne Street 

HORA, SAGM. 

‘ane Safety Appliances 
W310 Pacific Ave. 

TOLEDO, OHIO 
Williams & Co., Inc. 

650 E. Woodruff Avenue 

TULSA, OKLA. 

Guardian Safety Equipment Co. 
1742 S. Main Street 
MEXICO CITY, D. F. 
Safety Equipment S. A. 
Paso de la Reforma 1-856 

MONTREAL, CANADA 
The Butler Optical Company, Ltd. 
1520 Mountain Street 


CHICAGO EYE SHIELD COMPANY °¢ 2308 Warren Boulevard, Chicago 12, Illinois 


ea a ee) FOR SAFETY 
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Safety Views and News 





IDEA OF THE MONTH: It’s the beginner who gets into 
accidents, more often than not. So Crucible Steel Co.’s 
Midland, Pa. works puts labels on them. White arm- 
bands must be worn by all new employees (regardless 
of their steel mill experience elsewhere) for 30 days. 
The bands identify neophytes, bring extra help and 
safety attention from other workers, 


PERMISSIBLE EXPLOSIVES and blasting devices have been listed by the U.S. 
Bureau of Mines. The report, written by G. H. Damon and N. E. Hanna, 
includes all materials on which tests were run up to the end of 1951. For 
a free copy, ask for Information Circular 7640, Bureau of Mines, Publica- 
tions Distribution Section, 4800 Forbes St., Pittsburgh 13, Pa. 


MORE PLANT MEDICS will be the result of the latest ex- 
pansion applied to General Motors Corporation’s medi- 
cal program. In addition to its industrial internship 
plan (see I Interned At Cadillac, OH, Sept. ’51), GM last 
summer put medical students in several of its plants. 
Purpose: to stimulate interest in industrial medicine 
among future doctors. 


SAFETY RULE VIOLATIONS by employers produced a total of 537 injury 
cases in Wisconsin last year, the state’s Industrial Commission reports. 
Extra compensation (a 15% bonus in compensation benefits is granted 
when injury results from an employer’s failure to comply with statutory 
rules) amounted to $64,158; in all, compensation for these cases was 
$427,700. 15% decreases in compensation—permitted when a man is hurt 
because he disregards provided safeguards—were awarded only four times. 


A SPECIAL COURSE covering all aspects of radiological 
safety will be conducted by the Post-Graduate Medical 
School of N. Y. University-Bellevue Medical Center. 
Starting October 20, it’s designed for hygienists, safety 
engineers and physicians. For curriculum and registra- 
tion details, address the dean, N.Y.U. Post-Graduate 
Medical School, 477 First Ave., N.Y. 16. 


CONSTRUCTION ACCIDENTS are the target of a newly revised American 
Standard, sponsored by The Associated General Contractors of America. 
Entitled, “Manual of Accident Prevention in Construction,” the 256-page 
book costs three dollars, can be ordered from American Standards Associ- 
ation, 70 E. 45th St., N.Y. 17, 


~ 


CHROMIUM DANGERS in the form of skin (chrome holes) 
and kidney damage are well known. Now the Journal 
of the American Medical Association points out that 
chrome compounds apparently produced hepatitis and 
other liver disorders, as well. Five cases of liver dam- 
age have been reported by Chicago researchers to bol- 
ster the belief. Preventives: protective coverings; 
plenty of ventilation. 


More Views and News on page 93 
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hife- kine ' 


HARD-TO-REACH 








ICRO 


EXTENSION UNIT 








For immediate and effective resuscita- 
tion of victims trapped or being extri- 
cated, rely on the E& J Micro Extension 
Unit. No larger than your hand, no 
heavier than your shoe, connected by 
just one hose line to its parent E & J 
Resuscitator, it is easy to carry and use 
in tight spots. Learn all about this 
handy life-saver without delay by 
writing today to... 


E&) Manufacturing Co. 





Dept. 521-4, Burbank, Calif. 


Circle No. 14 on reader service card. 
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HQ* 


Is Important 


It’s important that you know 
the HQ* of your organization. 
You can easily figure it. Take 
a look—count every oily spot, 
add every slippery spot, mul- 
tiply by the number of work- 
ers, then, multiply by the 
traffic frequency and the re- 
sult will be your possible floor 
accidents—your HQ*. 


The installation of DURABLE 
skidproof mats can turn those 
accident hazards into SAFE 
floors. With DURABLE mats 
in the right places, your com- 
pensation and liability risks 
go down. 


The resilience of DURABLE 
rubber mats relieves fatigue 
and improves worker output 
—~your floors stay cleaner. 


There’s a DURABLE mat for 
every purpose—from_ en- 
trance, lobby, hallway, work 
surface, to back door. 


Look at your HQ*—then get 
the DURABLE story. 


* Hazard Quotient. 





MAT COMPANY 


75 N. Pleasant St. 
Norwalk, Ohio 
2926 Sixteenth St., S.W. 
Seattle 4, Wash. 


Dear Matty: 
Please send us the com- 


plete story on Durable 


mats. 


ee 
Seem eee eee eee meee ee eee eee ee eeeeeeeeeee 


OH 


Circle No. 15 on reader service card. 
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Letters to the editor 





Graphanalysis 


Editor, 

... Graphanalysis: A New Place- 
ment Tool? (OH, Aug. ’52) was of 
considerable interest to me and 
without a doubt was read with in- 
terest by many readers ... Would it 
be possible for you to advise us of 
Miss Hutchison’s address in order 
for us to contact her regarding the 
adoption of graphanalysis in our 
business? 

G. S. White 
Rilco Laminated Products, Inc, 
Independence, Kansas 


Editor, 

Please advise us how we can ad- 
dress Hazel Hutchison to secure 
complete information . 

Ruth Hagerman 
Industrial Gloves Co. 
Danville, Ill. 


e Miss Hutchison’s address is 
2170 Grandview Avenue, Cleveland 
Heights, Ohio. 


Editor, 

Would it be possible for you to 
give me some information as to a 
reliable source of teaching on this 
subject? I have been interested for 
many years in the analysis of hand- 
writing but have not been able to 
contact anyone who knows too much 
about it. 

H. P. Haas 
Asst. Mgr., Safety 
Talon, Inc, 
Meadville, Pa. 


Editor, 

Can you direct me to a source that 
might cover some study material or 
more information on this subject? 

H. N. Rahn 
Safety engineer 
Ingersoll-Rand Co. 
Phillipsburg, N. J. 


Editor, 

We are interested in securing fur- 
ther information on this method of 
analysis and would appreciate your 
forwarding it to us or informing us 
as to where it may be obtained. 

E. E. Schwantes 
Training director 
International Harvester Co. 
Chicago, IIl. 


e There is an American Institute 
of Graphanalysis, but—as far as we 
know—it has no permanent head- 


quarters, Here are three of the new- 
est books on the subject. They 
ought to help: 

Bunker, M.N.: What Handwriting 
Tells You About Yourself, Your 
Friends And Famous People (World 
Publishing Co.; Cleveland, 1951.) 

Jacoby, H.J.: Analysis of Hand- 
writing (George, Allen & Unwin; 
London, 1948.) 

Roman, Klara G.: Handwriting— 
A Key To Personality (Pantheon 
Books; New York, 1952.) 


Turtle Club 


Editor, 

Please send us several applica- 
tions for membership in the Turtle 
Club. 

R. H. Voye 
Safety department 
Dravo Corp. 
Pittsburgh, Pa. 


Editor, 
We would appreciate your send- 
ing us a few application blanks. , . 
William Rogers 
Safety engineer 
American Potash & Chemical Corp. 
Trona, Calif. 


e They’re on the way. If you 
need more, just ask for them. For 
further Turtle Club details, see page 
99. 


Electric Controls 


Editor, 

While we agree with Mr. Mueller 
(Your Electric Controls: Are They 
Really Safe? OH, Aug. ’52) in re- 
gard to the hazard, we like to go one 
step further in using a separate con- 
trol circuit by placing a 5 amp fuse 
in one lead of the control circuit 
from the transformer and grounding 
the other lead. When this is done, 
any grounding in the control circuit 
itself will short circuit the trans- 
former, blow the fuse and thus com- 
pletely interrupt the control circuit. 
Another method which has been 
used with success is the use of dou- 
ble-pole start and stop push-but- 
tons, interrupting both sides of the 
control circuit. As such push-but- 
tons are not generally available, we 
generally use the grounded and 
fused control circuit described. 

One problem which I would like 
to see someone get into seriously is 

. the momentary shutdown to 


Continued on page 127 
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TO ANY LIST OF SAFETY REGULATIONS AN ADDITIONAL GOOD RULE TO FOLLOW Is: 








Yes, it’s a good rule to follow be- 
cause the AO Safety Products Rep- 
resentative can help you 6 ways: 

1. He represents a complete source 
of supply which saves time in selec- 
tion, ordering and delivery. 

2. He represents a quality source 
of supply — the AO brand name is 
an established name in industrial 
protection wherever a goggle, a res- 


‘pirator or clothing is worn. 


3. Because he represents a com- 
plete line, he can recommend the 
precise product that will meet your 
needs exactly in goggles, respirators 
and industrial clothing. 

4, He is equipped by training and 
knowledge to make the right recom- 


“Call Your Nearest AO Safety Products 


Representative for the 
Complete Line in Industrial 
Protection” 













GOGGLES- LENSES 





HELMETS-HAND SHIELDS 





FACE SHIELDS 





mendations in meeting both single RESPIRATORS 


or multiple hazards. 

5. As a representative of a com- 
pany that is continually pioneering 
and improving industrial protection 
in one of the world’s leading research 
laboratories, he can advise you about 
the latest developments that enable 
workers to work more safely, more 
efficiently and more comfortably. 

6. He is handy to you—in one of 
nearly 300 America! Optical Com- 
pany branch offices conveniently 
located in all principal industrial 
centers. Call 
on him — and 
count on him! 





GLOVES and MITTENS 





LEGGINGS and SPATS 





ARM PROTECTORS 





APRONS and BIBS 





COATS and JACKETS 





FINGER COTS 





PANTS and OVERALLS 





SWEATBANDS 





LADDER SHOES 





MISCELLANEOUS 





American @ Optical 


SAFETY PRODUCTS DIVISION 





SOUTHBRIDGE, MASSACHUSETTS « BRANCHES IN PRINCIPAL CITIES 


Circle No. 16 on reader service card for more information. 
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STONEHOUSE SIGNS Prevention 





(DANGER 

Pouring Molten Steel ater 

g WITHOUT A PERMIT 

High production is a fine goal. But with it goes the respon- 

sibility to protect and safeguard workers against the threat 
of accidental injury—even death. 


Every production quota should include an effective safety 
program. It can be done with the help of 


STONEHOUSE SIGNS 


They work 24 hours a day...warning, educating, impress- 
ing upon workers the gospel of Safety. 
There are hundreds of different Stonehouse stock-worded 
signs for prompt shipment. Special wordings also produced 
as desired. 

Have you our complete Catalog? It's free on request. 


Yop SIGNS, inc. MANUFACTURERS « Stonehouse Bldg., 9th at Larimer 


Denver 4, Colorado 
































"Signs Since 1863” 


Circle No. 17 on reader service card for more information. 
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Compensation Costs 
Skyrocketing ? 





An OCCUPATIONAL HAZARDS Report 





THE SOCIAL SECURITY ADMINISTRATION tells us that sick 
and injured workers benefitted by $700 million last 
year in workmen’s compensation payments. And that 
bundle wasn’t the whole cost by any means. It repre- 
sents only that part of industry’s compensation premi- 
ums that was distributed to answer claims. Distributed 
benefits amount to between 55 and 60 percent of 
premiums, says the Bureau of Labor Statistics. So if 
workers got $700 million from insurance carriers, self- 
insurers and state funds, American industry paid a tab 
of something over $1,300,000,000 in 1951. Payments 
were 173 percent higher than in 1940 (see cover.) 

e So what? you say. Everything is going sky-high. 
You don’t expect compensation costs to stand still, do 
you? Of course not. But you’re overlooking a big dif- 
ference between commodities and compensation. The 
12-ounce, 10-cent loaf of 1940 bread may cost you 20 
cents today, but at least you get bread for your money. 
And it’s probably enriched with vitamins we never 
heard of 10 years ago. Even though it hurts to fork out 
$60 for a suit just like the one that used to cost you 


v 


$35, you still have a suit of clothes. But compensation 
costs bought nothing in 1940, and they buy nothing 
today. Money spent on compensation represents a pro- 
duction goose-egg, human suffering and loss. You still 
get nothing for your compensation dollars; but today 
you’re spending nearly three times as many of them. 


What’s behind this big loss? To find out, OccuPA- 
TIONAL HazarDs contacted insurance carriers, lawyers, 
officials, safety and compensation men in more than 300 
plants. One fact became apparent early in the study: 
poor safety records are invitations to heavy losses; but 
the compensation bite is a burden in all plants, even 
those with good—and constantly improving—records of 
accident prevention. Some of the answers to our ques- 
tion—Why are compensation costs skyrocketing?—were 
hard to identify, many of them impossible to measure. 
Our thanks go to the hundreds of people, many of whom 
must remain anonymous, who made this report to in- 
dustry possible. 


Let’s take a look at the factors that make your 


compensation costs so steep 





a 
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WHY ARE COMPENSATION COSTS SKYROCKETING?—continued 





Legislative and economic growth boosts com 
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OF WORKERS . 
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Workers Covered: Up 65.7% 


What makes tracking down compensation facts a re- 
searcher’s nightmare is the fact that every state is in 
business for itself. Same goes for the territories and fed- 
eral jurisdictions. Result: 54 separate and different laws, 
each with its own administrative, reporting and statistical 
system. No single agency, governmental or private, has 
complete facts. The charts above tabulate the latest 
available figures from sources giving the broadest pos- 
sible coverage. 


MORE WORKERS are covered by compensation laws 
than ever before. None of the 54 laws covers every- 
body, but the trend is towards inclusion of more and 
more occupational groups. Maryland, for example, 
added 38 types of employment (ranging from bartend- 
ing to grave-digging) to its list of covered occupations 
last year: Vermont provided for compensation coverage 
of domestic servants, 

Every state except one (Arkansas) had a compensa- 
tion law in 1940. Still, not a year has gone by since 
without the legislature expanding them. Last year’s 
amendments alone—42 of the 54 laws were broadened— 
fill a thick booklet. As a result of this legislative race 
to keep compensation laws within hailing distance of 
expanding economy and political welfare philosophy, 
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Legal Benefits: Up 35% 


45 million workers (out of a non-agricultural work 
force of 52 million) were protected against work in- 
juries by 1951. And they were protected against more 
kinds of injuries. The same goes for occupational ill- 
nesses: in 1938, 30 states had no compensation for occu- 
pational diseases; today, all but five (Kansas, Louisiana, 
Mississippi, Oklahoma, Wyoming) have such laws. And 
31 of the jurisdictions provide for full coverage—com- 
pensating for any occupationally-caused disease. 


HIGHER BENEFITS go hand in hand with broadened 
coverage. How much higher? The experts tell us that 
the average increase has been 35 percent over pre-war 
levels. But that figure is subject to a lot of debate. The 
reason: this overall estimate is based on the cumulative 
effect of many different kinds of payments: benefits for 
fatalities, permanent total disability, permanent partial, 
medical costs, rehabilitation, second injuries (42 states 
now have separate funds to compensate for the com- 
bined effect of two injuries), and others. On paper, the 
increase may work out to 35 percent. In practice, it’s 
much higher. 

A round-up of legislative work last year shows that 
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Weekly Earnings: Up 156% 


the cost of accidents went up in 35 states. 28 of them 
raised death benefits. Oklahoma, previously the only 
state without a death-benefit provision in its compen- 
sation law, set a maximum payment of $13,500 for work- 
caused injuries. How can you figure the percentage 
increase there? 

Temporary total injury, the most common type, was 
made more expensive by 28 states in 1951. Eight states 
boosted weekly benefits by at least 20 percent, Florida 
more than 50 percent. The actual decimal-point in- 
creases are less important here than the fact that bene- 
fits have to go up if they are to mean anything to 
recipients in our spiralling economy. No matter how 
you figure it, the ante is going up. 


WAGES ARE UP about 156 percent over 1940. While 
weekly benefits are figured on a percentage of the in- 
jured man’s normal wages—with a specific maximum— 
high wage levels mean that, in most cases, a skilled 
worker is entitled to the maximum. In one giant New 
England plant, the safety director estimates that all but 
a few hundred out of 20,000 employees would be entitled 
to the top benefit. 


OCTOBER, 1952 


Medical Costs: Up 70% 


HEALING COSTS MORE. The American Medical As- 
sociation reported—with mixed pride and regret—that, 
as of 1950, the cost of getting well had held the line far 
better than other costs. The overall doctor-hospital- 
medication increase, said AMA, had been only 48 per- 
cent over 1935-39 levels. As far as industrial injuries 
are concerned, AMA’s estimate is way out of line, The 
chart shows that the jump was 70 percent in 30 states. 
One large insurance carrier reports a rise of 106 percent 
in its medical costs between 1940 and 1951. Said a claims 
officer of the company: “We used to require our field 
agents to forward any medical charge over $100 to the 
home office for approval. A few years ago, we raised 
the figure to $500. Now it looks like we’ll have to push 
it up to $1,000, or be buried in paper work.” 


That’s part of the cost story. But there is another 


» 
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part that’s far more disturbing 

















WHY ARE COMPENSATION COSTS SKYROCKETING?—continued 


The legislatures aren't the only places where 


This opinion 
is the Supreme Court’s judgement 
on these facts 


V 


THE CASE: O’Leary v. Brown-Pacific-Maxon, Inc., et al. 
(340 U.S. 504). 


THE COURT: U.S. Supreme Court, February 26, 1951. 


THE FACTS: The employer maintained a recreation area 
on the island of Guam. Alongside it ran a 
dangerous channel: its use was forbidden 
and signs were posted to that effect. John 
Valak, an employee, spent the afternoon at 
the area. While waiting for the employer’s 
bus to pick him up, he saw two men standing 
on a reef beyond the channel signalling for 
help. He didn’t know who they were but, 
followed by other men, he dived into the 
channel to save them. He drowned. 


THE RULING: Valak’s death was a compensable accident, 
under the Federal Longshoremen’s and Har- 





bor Workers’ Act. 


INCREASED COSTS, HIGHER wages, broader coverage, great- 
er benefits: these are responsible for a large part of 
spiralling compensation costs. Not one industrialist, out 
of the hundreds contacted by OccUPATIONAL HAZzaRDs in 
its study of the problem, doubted that these are healthy 
trends. Without exception, respondents favored the most 
beneficial compensation laws. 

But while they endorsed the continued broadening 
of legal benefits, they pointed to trends in the way these 
benefits are being dispensed. The laws are good; they 
are getting better. But the way the laws are being ap- 
plied, they said, is something else again. Some men 
scream socialism. Some put it down to racketeering. 
Whatever the answer, these are definite trends: 


LAWS MEAN NOTHING until the courts put them to 
work by their interpretations. Through judicial inter- 
pretation laws grow and flex to meet changing condi- 
tions and political thought. Best example of the way 
this works: our federal Constitution, more than 160 
years old, still our basic law. 

And so, with the various workmen’s compensation 
laws, have the courts been at work—expanding and 
broadening the statutes until, in some cases, their re- 
semblance in application to their original appearances 


24 





is slight indeed. Most apparent judicial pressures are 
this two-way stretch: 


e The biggest push to expand the bounds ot what 
constitutes a compensable injury has been in that de- 
partment covered by the O’Leary case (see right.) 
Statutes say that to be compensable an injury must 
arise out of and (that’s an important little word) in the 
course of the employment. Awards have been made in 
dozens of cases where one or the other of these require- 
ments was not met. Certainly the worker who was 
drowned while trying to save an unknown man at a re- 
creation area was doing nothing required by—or even 
incidental to—his job. The cases cited on the opposite 
page are only several of those appearing regularly in 
Right Off The Docket to indicate that the connection 
between a job and a compensable injury is becoming 
increasingly and alarmingly loose. 


e@ The other big stretch-point of compensation cov- 
erage is in regard to the kind of injury that may be 
compensable. Either by law or judicial interpretation of 
it, nearly all states now compensate for both traumatic 
injuries and injuries or diseases incurred over a long 
period of time. But, as with interpretation governing 
occupational relationships, the end has not been reached. 
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compensation laws are expanded 


| 
’ 


Today the major questions are concerned with the so- 
called ordinary diseases of life and those associated 
with aging. 
As courts broaden their interpretations of compens- 
ability in aging diseases, there is fear that workmen’s 
compensation laws will become, in effect, health insur- 
ance. To date the application in this regard was hurt in 
cases where an older worker’s true physical condition 
was not well established at the time of hiring. When 
infirmities cropped up, they had to be accepted as work- 
incurred in the absence of evidence to the contrary. 
When considering heart disease, some courts look for 
extraordinary exertion as a cause before allowing 
claims. But this isn’t always so. In California, for ex- 
ample, recent cases* have shown the courts’ willingness 
to accept cardiac conditions, whether or not they were 
preceded by unusual effort. In that state at least, heart 
conditions seem to be compensable—period. They need F : ? 
not be work-incurred aggravations of pre-existing What happens at case hearings 


conditions. has many men worried 


*Liberty Mutual Insurance Co. v. Industrial Accident Commis- 
sion and Calaresis (166 P2nd 908). 

Liberty Mutual Insurance Co. v. Industrial Accident Commission 
and Caddoza (175 P2nd 823). 
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WHY ARE COMPENSATION COSTS SKYROCKETING?—Continued 


Employers feel they start with a two-strike count 





WE CAN’T WIN is the attitude most employers take into 
hearings on contested cases. 

Compensation laws are social documents. Most of 
them state specifically that they are to be liberally con- 
strued to do the most good. Judicial precedent has 
established that their humanitarian purpose, not their 
specific wording, is to be considered foremost. 

e In practice, these high-sounding aims have brought 
about what many men—employers, attorneys and in- 
surance carries alike—consider to be partiality towards 
claimants that virtually assures them of a favorable 
judgement. As one compensation board official frankly 
admitted: “We get a lot of complaints, and I suppose 
that 90 percent of them are justified. We go along 
giving workers the benefit of the doubt until, pretty 
soon, the doubt is gone and only the benefit remains.” 

Usually, if medical testimony conflicts, the claimant 
gets the referee’s nod. Often, he establishes his claim 
without medical evidence of any kind: sometimes, even 
in contradiction to reliable doctors’ testimony. You can 
understand how Dr. Burnell (see above) feels. 

e Social and welfare concepts seem to be replacing 
medical and legal requirements as bases for making 
compensation awards. Even knowing what to expect, 
some cases make you stop and wonder. Like this one, 
heard by a New England commissioner last spring: 

The claimant had a back ache. Three doctors were 
heard; all agreed that man had a dubious occupational 
claim. One specialist said that the claimant was psy- 
chotic. The commissioner heard all testimony, then took 
the company representative aside and said: “This fel- 
low has compensationitis alright, but you’d be smart to 
pay him $1,000 and get rid of him.” What did they do? 
Said the company’s personnel director: “We _ paid. 
Again.” 

Fact-finding in compensation hearings is ideally 
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done at informal sittings, without the cross-examination 
and other trappings of trial courts. As it works out, the 
employer is often put in the position of having to prove 
his case—that an accident didn’t happen, that no disa- 
bility exists. Right here, says Solon J. Stone, Buffalo 
attorney and member of a New York group seeking 
answers to compensation cost problems, is the biggest 
single cause for soaring compensation costs. If, says 
Stone, referees and boards were instructed to give equal 
weight to the evidence of both parties—instead of lean- 
ing constantly towards the “pay if possible” philosophy 
—the compensation upswing would lose its greatest 
impetus. 

Favoring the claimant and slapping employers with 
the burden of proof stems partly from the basic social- 
benefit philosophy of workmen’s compensation, partly 
from the theory that employers pass compensation costs 
—or any costs, for that matter—on to the ultimate con- 
sumer of their products. Since the public, not the em- 
ployer, actually pays, awards don’t hurt employers. In 
reality, of course, you can pass charges on to the con- 
sumer only so long. Then you have cases, like those of 
many New York employers who find themselves unable 
to operate competitively because of the heavy compensa- 
tion burden. 

Because of the practice of finding for the claimant 
on questions of fact, you have awards made even where 
there is no objective evidence of injury. More often in 
recent years, it’s on the grounds of some neurosis. True 
traumatic neuroses are relatively rare (see Neurotic or 
Malingerer, OH, March ’52): still, in the absence of 
physical impairment, terms like hysteria, unstable per- 
sonality, nervousness crop up as grounds for awards. 
Stone cites a good example of this: 


Continued on page 119 
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You'll Be Working On Air- 


Walking On New 
= ME CUSHIONED | IWNERSOLEp"DRESSTEEL” 




















Man! What Comfort! Air cushioned innersoles of genuine 
FOAM LATEX with thousands of tiny air cells actually 
“breathing” to put a soft cushion of resilient, protective 
comfort under your every step. 


THREE SMART AIR CUSHION STYLES FOR 
ON-THE-JOB OR DRESS 


A tan kip moccasin style ... the fine tan 
scotch grain wing tip brogue oxford (shown 
here) and tan scotch grain plain toe oxfords. 


(All with Safety Steel Box Toes) 


firm 


specialists for fit and comfort. 
8. Sturdy soles of selected sole leather or Neolite. 


fitting of ankle and instep. 
6. Tempered spring steel shank, ribbed for strength and 


resilience. 
7. Top-quality uppers cut to patterns engineered by 


5. Right and left quarter patterns for smooth, 





Just published! An en- 
tirely new Safety First 
Shoe catalog. All styles 
illustrated. FREE ON 
REQUEST! 


CHECK THESE SAFETY FIRST EXTRAS! 


Safety Steel Box Toe, felt-insulated for your comfort 


and extra protection. 
2. Air-cushioned-innersoles of FOAM LATEX, heel-to-toe, 


covered with soft calfskin. 
3. Full leather lining, heel-to-toe, eliminates all excessive 


wear on socks. . 
4. Moulded metatarsal cushion for extra support. 


*These Safety First Shoes 
are UNION MADE 


1. 


}® 


SEE YOU AT THE 








CHICAGO SHOW! 
Sahat Fut Shoe Company. BOOTH 
7 WATER STREET, HOLLISTON 5, MASSACHUSETTS 57 
THE PIONEER MANUFACTURERS OF SAFETY SHOES 


Circle No. 18 on reader service card for more information. 
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Silex Company 





300 workers 





















































Plax Corp. 
§ 450 workers 
















































































Can’t afford the kind 


of medical program 
that really takes hold? 


Take a lookjat 


the service set up jointly 
by eight Hartford plants. 


Maybe it’s your answer 
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Smaller Plant -Here’s A 


TO MOST SMALL PLANTS a medical service is something that only the big 
fellows can afford. And when you think in terms of full-time medical staff, 
with activity in the field of preventive medicine, it usually is way over the 
average small plant’s head. No one is more aware of that fact than Ells- 
worth S. Grant, vice president of Allen Manufacturing Co., Hartford, Conn. 
His medium-size (625 employees) company had wrestled with the problem 
for years. They progressed through the “horse-doctor” in the plant—really 
not a medical man at all—stage, to a part-time practioner set-up. Draw- 
back of having a part-time doctor is that, more often than not, he isn’t 
familiar enough with the complexities of industrial conditions, compensa- 
tion law, etc., to do much good. 

After the last war, Grant and several other Hartford industrialists put 
their heads together to try to come up with a program that all could use 
without paying the heavy freight that individual medical services cost. 
How about a centrally-located clinic? It looked good on the surface. When 
they dug a little deeper, they had to abandon the idea. It would cost too 
much to set up a complete clinic. And a jointly supported clinic wouldn’t 
really answer the need for medical facilities right in each plant: service 
couldn’t be prompt, traffic back and forth from plant to clinic would be 
costly in production time. What is the answer then? 


THIS SOLUTION REALLY WORKS. The plan adopted by eight Hartford 


plants includes the best features of all considered programs, still doesn’t 
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- @ Estimated direct savin 
twice its share of the 


s A Medical Service For You 


involve a big investment by any member. Each plant 
sets up its own dispensary and hires a full-time nurse. 
Then one doctor makes the rounds, visiting each plant 
every day. Of course, in case of emergency, he’s in- 
stantly available. That system has been working 
smoothly in Hartford for better than six years now. It 
gives each of the member plants full medical facilities, 
regular physician’s services, quick help for accident 
cases. 


Important as the doctor’s services are, it’s really 
the nurse, says Grant, who makes the program hum. In 
addition to regular medical chores—done under stand- 
ing orders from the physician—she does clerical work, 
instructs and supervises in the fields of hygiene and 
health, even acts as a counselor on personal problems. 


ADDED BENEFITS SAVE MONEY The great virtue of 
the Hartford plan, according to Grant, is that it grows 
into a preventive-medical organization. It can get into 
problems of sanitation, nutrition and personal health. 
Fears of some local medics at the outset never materi- 
alized: in fact, Hartford doctors have benefitted by re- 
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ferrals from plant dispensaries, 

Each plant finds that the services rendered by its 
medical program seem to keep growing. Never planned 
at the outset, they now include: 


e Personnel placement. Codification of job require- 
ments, complete pre-employment physical examinations 
to match men and jobs. The work that precedes the new 
worker’s assignment is a critical factor: it has a major 
bearing on the success or failure of all employment 
relationships. Correctly handled, proper placement 
methods can prevent accidents and illness, save men and 
money later on. 


e Rehabilitation. Grant points out that an injured 
worker in the hands of a general practitioner is usually 
off the job from three to five times as long as a man 
over whom the industrial physician has some control. 
So the medical departments can work with plant super- 
vision—shortening hours, arranging temporary trans- 
fers, if necessary—to bring the injured fellow back 
sooner. 


Continued on page 117 
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TWO MORE GOOD REASONS WHY... “IT PAYS TO BUY—FROM MEDICAL SUPPLY” 
igehi thins sora impedes went 
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Circle No. 19 on reader service card for more information. 
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A flower 


for your buttonhole 


...every day! 


visit Booth 138 at the 
Safety Congress . . . 


to get your fresh “‘mum”’ daily 


and meet 





your Mic ‘Odistributor 


ALBUQUERQUE, N. M.—Acme Fire Appliance Co, 

ARTESIA, N. M.—Union Supply Co., Inc. 

ATLANTA, GA.—Guardian Safety Equipment Co. 

BIRMINGHAM, ALA.—Safety Engineering & Supply Cos 

BOSTON, MASS.—General Equipment Corp. 

BUFFALO, N. Y.—American Allsafe Co., Inc. 

BUTTE, MONT.—Montana Hardware Co. 

CARLSBAD, N. M.—Union Industrial Corp. 

CHARLESTON, S. C._—Cameron & Barkley Co. 

CASPER, WYO.—Union Supply Company 

CHATTANOOGA, TENN.—C. D. Genter Company . 

CHICAGO, ILL.—Protective Equipment, Inc. 

CINCINNATI, O.—Williams & Company, Inc. 

CLEVELAND, 0.—Williams & Company, Inc. 

COLUMBUS, 0.—Williams & Company, Inc. 

DENVER, COLO.—Union Supply Company 

DETROIT, MICH.—Seco Safety Products Co. 

FRESNO, CAL.—Pacific Mill & Mine Safety Co. 

GRAND RAPIDS, MICH.—Seco Safety Products Co. 

GREAT FALLS, MONT.—Montana Hardware Co. 

HOBBS, N. M.—Union Supply Co., Inc. 

HOUSTON, TEX.—Allied Safety Equipment, Inc. 

JACKSONVILLE, FLA—Cameron & Barkley Co. 

KANSAS CITY, MO.—Safety Incorporated 

LITTLE ROCK, ARK.—Fire Appliance & Safety Co. 

LOS ANGELES, CAL.—Dickson Safety Products 
Guardian Safety Equipment Co. 

LOUISVILLE, KY.—Orr Safety Equipment Co. 

MEMPHIS, TENN.—Kay Surgical, Inc. 

MIAMI, FLA.—Medical Supply Co. 

MILWAUKEE, WIS.—Protective Equipment, Inc. 

NEWARK, N. J.—Safeguard & Industrial Equipment Co. 

NEW YORK, N. Y.—Whittaker & Higgins 

NORTH HOLLYWOOD, CAL.—Swift Laboratories 

OMAHA, NEB.—Anderson Fire Equipment Co. 

ORLANDO, FLA.—Cameron & Barkley Co. 

PHILADELPHIA, PA.—Guardian Safety Equipment Co. 

PHOENIX, ARIZ.—M. B. Houghton Co. 

PITTSBURGH, PA.—Williams & Company, Inc. 

PORTLAND, ORE.—J. E. Haseltine & Co. 

RICHMOND, VA.—Southern Medical Supply Co. 

ROCHESTER, N.Y.—Rochester Safety Equipment Co. 

ST. LOUIS, MO.—Safety Incorporated 

SALTLAKECITY, UTAH—Universal Safety & FireEquip. 

SAN FRANCISCO, CAL.—Brenton Equipment Co. 

SAVANNAH, GA.—Cameron & Barkley Co. 

SEATTLE, WASH.—J. E. Haseltine & Co. 

SPOKANE, WASH.—J. E. Haseltine & Co. 

SUNDOWN, TEX.—Union Supply Company, Inc. 

TAMPA, FLA.—Cameron & Barkley Co. 

TOLEDO, 0.—Williams & Company, inc. 

TULSA, OKLA.—Guardian Safety Equipment Co, 


in Canada 
TORONTO, ONT.—Safety Supply Company 


Meo 


® 
Pronounced EM-ESS-CO 


Medical Supply Company’ 


Rockford, Illinois 
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OPERATION CHANGE from foot-pedal to air-operated elbow lever 


permits easy work on this screw driver. Work is held in jig, feed is 
automatic. 


These tricks increase the efficiency 
of disabled workers 


Nosopy IS IN A BETTER POSITION to give industry tips on how 
best to utilize handicapped workers than Paraplegics Mfg. Co. of 
Franklin Park, Ill. All but a few of its 80-odd employees are 
disabled: amputees, deaf mutes, paraplegics. But they turn out 
a variety of electronic assemblies and sell their products in a 
competitive market. Started on a gamble by 60 stockholders— 
50 of them disabled, and supposedly unemployable—the com- 
pany is doing nicely. 

Success of the little plant is based on its use of abilities, in- 
stead of its worrying about disabilities. Nimble fingers have 
been trained to do jobs just as well as, if not better than, they 
can be done elsewhere. Accident and absenteeism rates are far 
better than comparable shops in industry. Paraplegics Mfg. has 
worked out an on-the-job training plan to assure a stream of 
skilled labor (from applicants supplied by the state Division of 
Vocational Rehabilitation): so far, 8 out of 10 trainees are full- 
time employees. 
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Disabled 


But Not 
Handicapped 


DOOR CHANGE ond ramps of 10° elevation make 


traffic no problem. All doors are swinging, floors are 


skid-proofed. 


DESK CHANGE, center drawer has been removed, 


makes positioning of wheel-chair easy. All chairs have 


brakes on both sides. 
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NEW = 4 WAYS! 


1. New Cup Size and Shape 

2. New Lens Size and Shape 
3. New Side Shields 

4, New Easy Lens Replacement 


AO’s newest development in eye protection—Chippers’ and Weld- 
ers’ Coverglas Goggles—can be worn over practically every pair 
of personal glasses (even the biggest frames) and most types of 
safety prescription goggles with and without side shield. 


Wider vision, too, because the lenses are larger and scientifically 
designed to give up to 20% more vision. Yet, with all these fea- 
tures the goggles weigh but a fraction of an ounce more than ordi- 
nary Coverglas goggles .. . cost only slightly more. 


These goggles are the newest .. . and two of the greatest . . . de- 
velopments since the advent of safety goggles. Get all the facts 
about these two outstanding Coverglas goggles frofa your AO 
Safety Products Representative. He can supply you. 


Now... 2 New 
AG COVERGLAS GOGGLES 


Fit Over Safety 
And Personal Glasses 





SOUTHBRIDGE, MASSACHUSETTS @ BRANCHES IN PRINCIPAL CITIES 










#327 


QUICK FACTS 


¢ Lens easily replaceable from rear (not front) 
by means of a spring clamp—no tools needed 


* Lightweight, brown plastic cups fit face snugly, 
won't conduct heat or electricity 


¢ Light-tight side shields for welders (on No. 
327 goggle) provide indirect ventilation 


* Bridge—High-grade leather. Instant adjustment 


¢ AO worker-lab tests show much greater field 
of vision and increased comfort 


¢ All-rubber headband, easily adjustable 


“326” Chippers’ Coverglas goggle supplied 
with regular Super Armorplate lenses. “327” 
Welders’ Coverglas goggle supplied with reg- 
ular Noviweld lenses and cover lenses. 


AO's Industrial Vision Program Increases 
Production, Decreases Accidents. Write to- 
day for booklet’‘Iimproved Industrial Vision” 
tol011 Vision Park, Southbridge, Mass. 


Circle No. 20 on reader service card for more information. 
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ON 


Agitation: 
A New Way 
To Kill Oil Fires 


WHEN MOMMA COOKS STEW, she stirs the pot to keep it from burn- 
ing. On the basis of large-scale tests (see cuts), tanks full of 
petroleum products are a lot like pots of stew. J. L. Risinger, 
supervisor of safety and fire protection at Socony-Vacuum Oil 
Co., New York, has been working along that line since World War 
2. His thesis is simply this: 

e Oil can burn only when the flames are fed by vapors rising 
from the oil and mixing with the oxygen in the air in a combustible 
ratio. Every method of oil fire fighting now in use applies that 
principle: inert gas reduces the oxygen content of the mixture; 
foam and water spray reduces the vapors. 

Risinger’s process aims at oil-vapor reduction too. But it does 
it by reshuffling the contents of the tank of burning liquid, instead 
of by removing heat or adding a smothering agent to the surface. 

Here’s how it works: Air—or other agitating media—is intro- 
duced into the tanks of burning liquids. They stir the liquid’s 
upper levels, breaking it up and partially replacing it with cooler 
oil from the lower part of the tank. Fires involving oils with flash 
points above their storage temperature, and having low viscosity 
(like kerosene and fuel oils) can be completely doused by agita- 
tion alone. On other oils, with lower flash points, the agitation can 
at least control the fire, making final extinguishment with conven- 
tional smothering and cooling methods much easier. 


FIELD TESTS show that the theory of stirring oil fires is sound. 
And they give some good practical application hints on how it is 
best used. 

e On kerosene and other refined oils, where agitation should 
snuff the blaze entirely, best results were gained when the air was 
introduced into the center of the tank. Fire was killed in just 5 
seconds with this set-up. 

e On crude oils, agitation controls the fire so that regular fire- 
fighting apparatus can get in the knock-out punch. And it negates 
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KEROSENE FIRES —— CRUL 








2 MINUTE PREBURN produced roaring kerosene blaze, 
Then air was injected in to the center of the 30 x 25 foot 
tank (75 cfm, 6 psi.) Air agitation alone produced . .. 





5 SECOND SNUFFING of the flames. In a comparative [AGIT 
test on a larger tank, agitation killed the fire in 10 seconds is ca 
while chemical foam extinguishment took 2 min., 45 sec. After 


one special characteristic of burning crude 
oils: their tendency to slop and boil over. 
When you put water on a crude oil fire, the 
heat layer turns it into steam, shooting burn- 
ing oil out of the tank. By agitating the 
burning liquid first, you break up the heat 
layer, preventing slop-over and making it 
possible for fire-fighters to get within work- 
ing range. 

Using air, nitrogen and carbon dioxide as 
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CRUDE OIL FIRES 


ative AGITATION CHECKS BLAZE in one minute. Agitating agent DRY CHEMICAL DOUSES IT in 15 seconds after agitation 
onds is carbon dioxide, fed into tank (background) from cylinders. had gained control over flames. Earlier test showed agitation re- 
2c. After 15 minute preburn, control was established, then . . . duced amount of foam required to kill fire by 80%. 


stirring agents, the Socony tests brought crude-oil . ’ , P Cs . . 
flames under control within 2 minutes in all cases. Then Want to use agitation extinguishment? 
it was a simple matter to finish the extinguishing job Risinger gives you some practical 
with regular fire-fighting methods. tips on the following page 


Another attribute of agitation extinguishment is that 
it doesn’t necessitate fancy installations for air supply. 
The test on kerosene fires brought this out: while agita- 
tion from the center of the tank killed the flames in just 
five seconds, complete extinguishment was achieved in 
30 seconds simply by forcing air in the draw-off valve. 
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AGITATION: A NEW WAY TO KILL OIL FIRES—continued 


Here are some tips for using agitation 


as a fire-fighter ... 


. . » ON REFINED OILS, in tanks up to 30 feet in di- 
ameter: 

e Apply your agitating agent at a moderate rate 
through existing lines. No special lines are needed, al- 
though one leading to the center of the tank is most 
effective. Neither distance from the tank to point of in- 
jection nor air pressure are important, as long as the 
air gets into the tank. 

e If the fire isn’t completely killed by moderate 
agitation, slow down the rate of injection. 

e If this doesn’t work, slowly increase the rate. If 
wind velocity interferes, inject air through two or more 
openings. Hot-taps may be necessary if you have in- 
sufficient lines. 


For kerosene and other refined oils in large tanks: 

e Apply your agitating agent through existing lines 
to reduce the flames, then tap on lines around the tank 
at 40-foot intervals, injecting air through them as they 
are tapped on until you have enough agitation to put 
out all flames. 

e If foam is available, agitation will add to its ef- 
fectiveness. Even agitation at only one or two points 
will reduce the flames so that a small amount of foam 
will finish them off easily. 

e Greater depth and viscosity add to agitation’s 
effectiveness. It hasn’t yet been tested, but extinguish- 
ment might be quicker if cold oil (of the same flash 
point as the burning liquid) were pumped rapidly into 
the tank of shallow burning oil. 


. . « ON CRUDE OILS, the more viscous the liquid, 
and the greater its depth, the more effective agitation 
proves to be. In fact, some low vapor-pressure crude 
oils can be extinguished by agitation alone. 

In tanks up to 30 feet in diameter: 

e Bring the fire under control with agitation, then 
start foam application. 


e Don’t stop agitation until you start foam applica- 
tion. If foam isn’t available, use dry chemical, water 
spray or other extinguishing agents. 

In bigger tanks of crude oils: 

e Inject your agitating agent through existing lines, 
then tap on other lines around the tank to control the 
flames. If you can get foam on the job within one hour, 
don’t bother with the taps unless foam is limited and 
must be conserved. 

e Even if little control has been gained by agitation, 
it will still prevent slop-over and boil-over as long as 
the foam is started above the point of air injection. 

e If your foam or water spray resources are limited, 
make additional taps and get the flames well under 
control before you start foam extinguishment. 


HOW GOOD IS IT? This was what two of the many 
qualified men who witnessed Socony’s tests had to say 
about the agitation process: 


Walter Boon (director of safety, Sun Oil Co., Marcus 
Hook, Pa.): “The simplicity of application and quick 
results obtained still have fire protection engineers re- 
marking ‘We still can’t believe it’.” 


Richard B. Lyon (safety engineer, Messer Oil Corp., 
Olean, N.Y.); “This new agitation method is simple to 
install, easy to place in operation and much safer than 
other methods which require fire fighters and equip- 
ment to move in close to the fire.” 


Tests aren’t finished by any means, says Risinger. 
For one thing, he still wants to find out what agitation 
does to fires in big (115-foot diameter) tanks. But, on 
the basis of results to date, he’s sure that fire-fighters 
can take a lesson from stirring the stew pot. Right now 
he’s working on a report that Socony-Vacuum Oil Co. 
will release to anyone interested in applying this new 
method. 





Be sure to look in the back of the book for... 





- . . THE FILM LIBRARY. It 
lists late releases to help you 
with your audio-visual training 
programs. Gives details on their 
contents and availability — 
whether free loan, rental or 
purchase. 


. - -« THE CLUB PAGE gives de- 
tails on new members of the 
exclusive Turtle Club and tells 
how you can enroll eligible 
workers in it—a valuable safety- 
selling tool for you. 


» » - SAFETY MEN’S ROSTER 


lists personnel changes, promo- 
tions, retirements, deaths so 


that you can keep a line on 
friends in the industry, especially 
those you don’t see frequently. 


. . - AND SUDDEN INJURY, a 
pictorial presentation of an ac- 
tual industrial accident. Its real- 
ism makes strong medicine for 
employees who can’t be kept 
safety-conscious. 


. - SAFETY VIEWS AND NEWS, 
capsulized resumes of new ideas 


and information, late releases on 
plant moves and movements. 


.. - GIMMICK OF THE MONTH, 


a spot solution to one plant’s 


biggest safety head-ache. If it 
works for someone else, it might 
be just the thing for you. 


. . - RIGHT OFF THE DOCKET 
presents recent compensation case 
decisions by high courts to give 
you concrete examples of current 
legal thinking on this important 
subject. 


. . « LETTERS TO THE EDITOR 
let’s you in on what other men 
in your spot are thinking, gives 
their reactions to what they 
read here. 
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Safetyis smarterin 


Thom M*An Scotch Grains 


Style 4372 

These smart safe moccasins in Fall’s 
favorite leather—sturdy Scotch grain 
—are built for comfort as well as 
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foot protection, 


Smartly styled Thom McAn Safety , 
Shoes are worn for safety on the job— SOLD 2 WAYS 
but they can also be worn with pride 
on the street. That’s another reason 
why your men wear Thom McAn Safety 2. Sold direct to plants. 
Shoes willingly. 


1. Stocked for your men in Thom McAn stores. 


Details of this service, plus information on the 4-way 
Men buy and wear more Thom McAns employee purchase plan, and the Thom McAn safety 
shoe features, should all be on your desk. Just say the 
word and we'll see that they get there. 


than any other men’s shoe brand in the 
world. Raise the foot safety records in 
your plant by making it easy for your 
workmen to buy the brand they already 
know, trust and want: Thom McAns. 


THOM McAN SAFETY SHOE DIVISION 
25 West 43rd Street, New York 36, N. Y. 











MEN WEAR 
THOM McAN SAFETY SHOES 
A DIVISION OF MELVILLE SHOE CORPORATION 
WILLINGLY 
Circle No. 21 on reader service card for more information. 
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This press guard 


protects hands 


with an electronic 


hook-up like 


this 





DANGER ZONE Is surrounded by metal loops (arrows) on this modernized Stoll 
press at Judson & Rose, Inc. Radio field between them is balanced by tuning (right). 
A hand entering the zone would upset wave balance, stop the press. 








Oscillators set up radio waves in loops. Waves (broken lines) form a balanced 
field. Hand, or other object entering the field, upsets the balance, energizing 
ra relays connected to brake and power. To permit feeding, a grounded shield is 
placed in position to deflect waves from one loop, leaving an 

open area in wave field that is big enough for stock to pass but | 

too small for hands to get in. 


Py. oF 
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LOOPS 




















RADIO WAVES—JUST LIKE THOSE that bring Arthur Godfrey to your i 
home receiver—are now being put to work protecting machine 
operators. A new type of safety guard is now going through test 
paces at several big plants: Ford Motor Co., Sylvania Electric, 
Midland Steel, have put the guard in their press rooms and are 
checking it over thoroughly. None of them is ready to make a full 
report yet; but on the face of current evidence, it looks as though 
the device will not only effectively keep operators’ hands out of 
Tune In trouble, but will boost press output at the same time. (As the safety 
engineer at one test installation put it: “Now I even have lunch 
with the production super.”) 
O Security Controls, Inc., Buffalo, has been working on the guard 
n for over two years. According to them, it works much like a 
miniature radio (see cuts). Metal loops form boundaries of the 
danger zone. Two %4-watt oscillators in the control box generate 
Press 4 afety electrical impulses, send them through a shielded connecting cable 
to the loops. The loops pick up the impulses, transmit them as radio 
waves into the space to be protected. You can then tune the waves 
at the control box to blend them into a balanced frequency. The 
result: a finely balanced radio-wave field between the top and 
bottom loop that screens the danger zone just like a metal barrier. 
If any conductive material—an operators’ hand for instance— 
enters the field, the balance is broken. The imbalance energizes 
relays which slam on the brake, shut off the power. 


Continued on page 118 
38 OCCUPATIONAL HAZARDS 





afe 
ver $ 
Where 


8: e footing 5" 
| American 


. 3) AL TS 4 
specifi 


Because ACCIDENTS are COSTLY, safe, 
sure footing pays off in higher pro- 
duction, better fire protection and 
lower insurance rates. 

Men “‘on the move” appreciate the 
non-skid, slip-resistant qualities of 
Inland 4-Way Safety Plate. They 
work faster and more efficiently; 
morale is generally higher. 


‘ orrant, 












INLAND 4-WAY SAFETY PLATE 


The long-lasting qualities of Inland 
4-Way Safety Plate means lower 
maintenance and replacement costs 
—fewer repairs. 

You'll be wise to tise Inland 4-Way 
Safety Plate on all danger spots in 
your plant and as standard equipment 
for your products. It’s a worthwhile 
investment any way you look at it. 


INLAND STEEL COMPANY 


38 SOUTH DEARBORN STREET 


e CHICAGO 3, ILLINOIS 


SALES OFFICES: Chicago © Davenport © Detroit © Indianapolis * Kansas City * Milwaukee * New York 


St. Louis © St. Paul 


PRODUCTS: Sheets, Sirip, Tin Mill Products, Bors, Plates, Structural Shopes, Sheet Piling, Reinforcing Bars, 


Pig Iron, Rails and Track Accessories 


Circle No. 22 on reader service card for more information. 
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The only Safety Work Hat designed especially for Linemen and Electrical Construction 









Workers—no metal in shell or lining assembly. 


The twin hazards of accidental high voltage contact 
and falling objects meet their match in the New M.S.A. 
Shockgard. This attractive gray safety hat, molded 
entirely of special thermoplastic, sets up an effective, 
proved guard against a minimum of 10,000 volts. 
This protection holds in temperatures of 30 degrees 
below zero up to 175 degrees F. Add to this dielectric 
resistance the ability to withstand impact and pene- 
tration from tools, sharp objects and similar hazards 





SAFETY EQUIPMENT HEADQUARTERS 







Circle No. 23 on reader service card for more information. 


and you can see why the M.S.A. Shockgard is the 
number one choice in electric-hazard jobs. Its sleek, 
streamlined look, light weight comfort, and readily 
adjustable and easily replaced lining encourage vol- 
untary, full-time hat use. Chin straps and winter linings 
are available, and can be easily fitted to this hat. 
You'll find complete details in our Bulletin No. 
0601-1. Write for your copy. 


MINE SAFETY APPLIANCES COMPANY 
BRADDOCK, THOMAS AND MEADE STS., PITTSBURGH 8, PA. 
At Your Service: 68 Branch Offices in the United States 


MINE SAFETY APPLIANCES CO. OF CANADA, LIMITED 


Toronto, Montreal, Calgary, Winnipeg, Vancouver, New Glasgow, N.S. 
Representatives in Principal Cities in Mexico, Central and South America 
Cable Address “‘MINSAF”’ Pittsburgh 





When you work with jet fuel you needa... 


' 





‘OD 8 OPPIM JOYEM 2d 


: thea t ATE fi 
llr sh 
30 SECONDS after its rate-of-rise detectors triggered the system, this full-control 


test cell would be filled with CO2 from nozzles (arrows). At same time, automatic 
system shuts down test operations, stops ventilation. 


Fast Fire Snuffer 


Y Top Jos RIGHT Now at Holley Carburetor Company, 
Detroit, is the manufacture of jet fuel-controls 
for our military planes. And not one of these units 
leaves the plant without getting a full-dress, pre- 
calibration test run. * 

The testing is done in a large chamber contain- 
ing a battery of 15 test-cells. Here the fuel-con- 
trols take the same beating that they will get 
later, in actual use. And therein hangs a hazard. 
Testing fuel-controls means the use of fuel: high- 
octane gasoline. 

Knowing the dangers inherent in high-octane 
fuel, Holley safety engineers incorporated every 
possible safety check right into the test battery. 





Continued on page 101 
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MELFLEX 


Molded Rubber 


STEP TREADS 
Give Lasting SAFETY 
with Colorful Beauty 


In Marbleized 











Colors or 
Black 


Square 
Nose 
Type 











W-51 
Transit 
Type 











for 
Heavy Duty 
Outside Service 


Rugged 
Durability, 
Quick Draining, 

Self Cleaning 


All-black treads for extra heavy duty 
service are 1/4” thick . . . Marbleized 
treads in green, blue, terra-cotta, 
brown, gray are 3/16” thick. Color is 
permanent regardless of wear. Can 
be matched with riser and landing 
coverings for decoration. Apply per- 
manently with Melastic water-proof 
bonding cement to wood, concrete, 
metal, tile steps. Treads are supplied 
trimmed to fit your steps—no cutting 
or waste. 


MELFLEX PRODUCTS CO., Inc. 
410 S. Broadway, Akron 8, Ohio 
Please send catalog and prices of Step 


Treads and other SAFETY products. 
Wea ccc cn wnceecenweed 

WT haw vccecwaread ude 
Street...... 

City & State... 


In Canada: 
206 N. May St., Fort Williams, Ont. 








Circle No. 24 on reader service card. 
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On January 31, 1952, one of the country’s out- 
standing metallurgical research laboratories was 
commissioned to make comparative strength 
tests on safety box toes, with testing specimens 
and testing methods in compliance to ASA 
specifications. [he averaging of their compres- 
sion and impact testing figures certifies WINGUARD 
400 and 500 to be 45+% stronger —and safer — 


M is the 

Roman numeral 

for the quantity million. 
As concerns WINGUARDS 
the figure should actually 
be II M since there 

are two toes 





to a pair. 





Circle No. 25 on reader service card for more information. 
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sufes STEEL BOX TOES 





than non-wing types otherwise related in height, 
profile and contour. 


WINGUARD 400 —“dress” type usually used in oxfords. 
WINGUARD 500 —“work” type used in more rugged shoe constructions. 


We feel this clinical proofing of their superior 
safety advantages is undeniably linked to the 
fact that on July 30th, we shipped the millionth 
pair of WINGUARDS. 


In case #6913, B/L 28872, P.O. #41127, Pro- 
duction Order B-11888, consigned to Daoust, 
Lalonde Inc., Montreal, P. Q., Canada. 


— one of the forty-eight safety shoe manufacturers 
in the United States and Canada licensed to use 
WINGUARD steel safety box toes. 


Circle No. 25 on reader service card for more information. 
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Type testing before... ... coffee and doughnuts after... 


... Arma Corporation sets record in mass blood donation campaign 
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You can follow this plan to copy sense 


a successful drive in which workers gave 





J} th OF A SERIES 
FOR BETTER 
HUMAN RELATIONS 


Industrial human 
relations is em- 
ployee good will 
accomplished by 
applied common 











They Gave Two Tons Of Blood 


THE BIGGEST PEACEFUL BLOOD-LETTING in history took 
place in Brooklyn last May. Employees of Arma Cor- 
poration, Brooklyn, N. Y., set a new blood-donation 
record for groups—1,975 pints topping their own previ- 
ous high. And it was done without interruption of 
production on the company’s gyro-compasses and wea- 
pon controls. 


WHY A BLOOD DRIVE? For patriotic reasons first. 
The armed forces need it desperately. To build the 
company’s own blood bank, second. Arma’s first cam- 
paign last year netted just over 1,000 pints: 600 went to 
the Red Cross; 400: were deposited in the company’s own 
blood bank. Anyone who signed up to donate—even if 
the doctors wouldn’t accept him—became a member of 
the bank. He, or any member of his family, was entitled 
to a transfusion of up to three pints at no cost. Non- 
member employees could also draw from the bank, but 
they had to furnish donors to make up for the with- 
drawal. 195 members made withdrawals in the months 
following the first drive. 

The blood donor campaign was a worthy cause, 
something that everyone connected with the company 
could take part and pride in. 


HOW IT WAS DONE. When Arma set its goal at 1,000 
pints for the first campaign, the Red Cross thought the 


figure too high for a 4500-employee organization. But 
the goal was reached. When Arma went after a new 
record this year (seamen of the carrier U.S.S. Oriskany 
had boosted the record to 1,444 pints in the meantime), 
they had the know-how from their first effort to go on. 


The whole thing hinged on teamwork. It wasn’t a 
management effort; it wasn’t a labor move: the success 
of the project was due to the joint efforts of the com- 
pany, its three union locals, and the Brooklyn Chapter 
of The American Red Cross. Their cooperative drive set 
the records, brought plaudits—including an editorial in 
the New York World-Telegram—from newspapers and 
other industrial plants. 


It all started when the Red Cross, casting about for 
means to offset the expected drop in blood-bank dona- 
tions during the summer months, contacted Arma’s 
safety director Robert W. Rush, asked him to see if a 
repeat performance of the August ’51 success could be 
undertaken. From that point on, the organization and 
administration of the campaign got started. Arma’s 
method can be used by any plant to achieve the same 
kind of results. Even if you break no records, you'll be 
setting up a valuable source of blood for employee’s 
emergencies and making a needed contribution to the 
armed forces. 





These Three Groups Made The Drive A Success 


This is the part 
played by each 








ARMA MANAGEMENT 

@Took active part in setting up 
the campaign and in promoting 
it to all employees. 


@Gave full approval of the pro- 
gram, made possible time off for 
subscribers to donate, for solicitors 
to secure pledges. 


ARMA UNIONS 
@ Lent full support in planning 
and promoting the drive. 


@ Publicized it through union 
papers. ’ 


@ Aided in setting up rallies and 
entertainment. 


AMERICAN RED CROSS 

@ Set up and operated the blood- 
donation center. 

@ Furnished all forms for singing 
up donators and making appoint- 
ments at the donation center. 

@ Provided transportation to and 
from the donation center. 
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Here is the day-by-day progress of the drive 








9 
” 

















TWO TONS OF BLOOD—continued 





This Is What It Took To Set 





SCOREBOARD and its theme kept workers on their toes. 
Arma wisely posted results a little late, thus prevented 
complacency, encouraged continued donations. 


ARMA CORP., A SUBSIDIARY of American Bosch Corp., 
works as a team. So this blood drive was presented to 
both management and union representatives. It was 
carried on by them together. Heading up the efforts 
were: Robert Rush, Arma safety director; Francis X, 
Magilligan, president of local 464, IUE-CIO; Owen P. 
Hoey, president of local 460, IUE-CIO; Joseph A. Sukas- 
kas, president of Engineers Association of Arma. What 
they did is chronicled here to help you stage a similar 
drive. You can pick up hints on timing and on some of 
the fine points learned in Arma’s drive. 


ORGANIZATION. Preliminary meetings took in union, 
management and Red Cross representatives to check 
on dates for the drive, plan coverage of all Arma 
buildings by solicitors, get hints on procedure. Com- 
mittees to handle publicity, solicitations were set up. 
Site of the donation center was picked: an unused 
portion of a building on Arma’s grounds was converted 
(see cuts) to handle the four-day collection. 

All blood collected from Arma’s Mineola, N. Y., plant 
and half of the net from the Brooklyn was tabbed for 
the Red Cross. The rest was for the company’s bank. 


PUBLICITY. Big promotional efforts got under way 
about three weeks before the collection date. Theme of 
the drive: “Top the record”—set the pace.” The goal set 
was 1506 pints, half again the amount netted by the 
first drive. Signs and bulletins were in the works before 
the actual kick-off: time had to be allowed for their 
construction, so that they would be all ready when the 
campaign started. 

e All New York and Long Island newspapers were 
kept posted on the drive by daily news releases issued 
daily. Getting a good press was important: it put a 
community-project label on the campaign, stimulated 
interest among participants. 

e Union papers carried features emphasizing the 
drive’s importance. Arma’s employee paper got behind 
it too. One good article was intended to dispel fear: 
headlined “It’s Easy” the piece showed the donating 
process in pictures. 
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A New Blood- Donation Record 


e Words of encouragement were received via tele- 
graph from such notables as Governor Dewey, New 
York’s Mayor Impellitteri, congressmen and armed 
forces bigwigs. 


It’s easy to get messages from well-known 
names, Arma campaigners found out. Just write 
asking them to attend your rallies, or if they 
can’t get there in person (and they usually 
can’t) to send the employees of the company— 
not the management—a telegram. 


SOLICITING the donations started three days before the 
first collection. Solicitors were trained with plenty of 
good sales material to encourage donations. The Red 
Cross supplied cards to be signed by prospective donors. 
Then each donor received an appointment card, telling 
him when he was expected at the donation center. 


Get more pledges than you'll need. Arma experi- 
ence shows that every fourth or fifth donor is 
rejected by doctors for one reason or another. 
They got 2,500 pledges, 1975 actual donations. 
Another tip: make sure you have written par- 
ental permission for donors under 21, And don’t 
let solicitors ask for medical histories: let the 
doctors do that. 


COLLECTING the donations were scheduled on a two- 
shift basis by Red Cross personnel. Appointments were 
made so that 16 volunteers were moved through the 
center every 15 minutes, Transportation from scattered 
buildings was furnished by the Red Cross; so were cof- 
fee and doughnuts. 


Some donors felt weak after giving blood, so facil- 
ities were needed to let them rest up before 
returning to work. 


THE WIND-UP of the campaign was a giant rally the 
first of the four-day collection period. What do you 
need for a successful rally? Four things, say Arma 
planners: veterans, a “name” star, music, a professional 
master of ceremonies. 

The veterans—who really know the need for blood— 
were easy to get. Music, thanks to local Army head- 
quarters, was supplied by the First Army band. The 
name attraction came from current Broadway hit “Pal 
Joey.” Actress Helen Galagher was willing—as most 
theatrical folks are—to lend her looks and voice to the 
occasion. And the whole impromptu affair was pulled 
together by m.c. Russell Black. 


If you don’t have a star make one. Arma took 
a young lovely, labelled her “starlet.” Her 
charm helped the rally, made publicity materi- 
al in 250 newspapers. 


Last step, after the campaign was all over and the 
record had been shattered, was to let the nation know 
what Arma had accomplished. Final releases went to 
300 newspapers, netted the company, its unions and the 
Red Cross splendid publicity. 
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NEW... Proceurizod 








FEATURES FAST, ONE-HAND 
OPERATION WITH ACCURATE, 
ON-TARGET CONTROL! 






Just aim, and squeeze the grip...a simple, fast, 
one-hand operation for anyone! There's no pumping 
or any other manual operation to hinder a direct, 
on-target hit! The positive force of moisture-free, 
pressurized nitrogen expels a powerful 30 foot 
stream of fire killing vaporizing liquid. The entire 
charge is expelled in 17 to 25 seconds. ..smothering 
flames faster when split-seconds count! Simpli- 
fied design and construction facilitates easy inspec- 
tion, cleaning, and recharging. It provides effective 
extinguishing action at any angle. Will not conduct 
electricity, deteriorate, or freeze. For faster, positive 
action, use Fyr-Fyter Pressurized Model B on burn- 
ing liquids, live electrical fires, and also small gen- 
eral combustible fires. Available in one and two 
quart sizes. All Fyr-Fyter Extinguishers are approved 
by Underwriters’ Laboratories! 


See your Fyr-Fyter Sales and Service Repre- 
sentative today, or mail the coupon for com- 
plete information ... NOW! 


| rrimemcetensieieemaemaamean 


Pl The Fyr-Fyter Co. 
Dayton 1, Ohio 


vw ° 
; Please send complete information on the New Pressurized 
f= |e gl Model B Extinguisher. 
Name 


THE FYR-FYTER CO. Address 
DAYTON 1, OHIO | City__t State 
a Firm Name. 
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Circle No. 26 on reader service card for more information. 
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@ promote safety 
e increase productivity 
e reduce waste 
a 
* 
& 


step-up quality 
cut lost time accidents 
improve morale 


Dirty eyeglasses and safety glasses, like dim lights and dull 
tools, are a common cause of many plant accidents; can cause 
unnecessary work spoilage and waste; retard production. But 
you can make clean glasses a profitable habit in your plant 
by making it easy for employees to keep their glasses clean. 
Simply install SIGHT SAVER Cleaning Stations to dispense 
SIGHT SAVERS, the Dow Corning SILICONE treated tissues 
known the world over as the most effective and the easiest 
means of keeping eyeglasses and safety goggles sparkling 
clean. Sight Saver Cleaning Stations are an essential imple- 
ment to your plant safety program—will encourage employees 
to wear safety glasses where other methods fail. 


No muss...No fuss...No fluid... Easily installed 


Attractive all metal SIGHT SAVER Cleaning Stations are easily 
installed without screws, nails or drilling. Adhesive mounting 
strips are available for easy application to metal, wood, glass 
and tile. Fool-proof, permanently lubricated mechanism dis- 
penses one 3 in. x 7 in. tissue at a time; each tissue the most 
practical size; scientifically treated with the right content of 
SILICONES made by Dow Corning, the world’s first and largest 
producer of silicone products and silicone treated eyeglass 
cleaning tissues. 


Install Sight Saver Visit Dow Corning Booth 220 at 40th 
Cleaning Stations In » Nat’! Safety Congress & Exposition. 


MACHINE SHOP akan SHOP LABORATORY OFFICES 
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KEEP youR 
GLASSES CLEAN 





from leading Safety Supply Houses 
Cat. No. 60 Black Dispenser........$2.50 
Cat. No. 61 White Dispenser... ....$2.50 
i soalenrg rental Pahoa ies cm : 
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DOW CORNING 
CORPORATION 


MIDLAND, MICHIGAN 


Circle No. 27 on reader service card for more information. 
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SHOOT THE JOB as this sawing operation is being filmed 


at Bell & Howell Co. Then use your photo evidence to. . . 





ANALYZE THE HAZARDS in conference, away from dis- 


tractions. Each detail can be picked out, studied by group. 


If you want concrete evidence to back up 


your program... 


Put Pictures Into 


No MATTER HOW CLEVER a speaker you are, how persua- 
sive a writer, it’s still more effective—and lots easier— 
to let pictures do your pointing than to do it with writ- 
ten reports. That’s the main reason why men in over- 
alls are being called on to model—sometimes unknow- 
ingly—for safety films, 

Not that photography as an industrial tool is new. 
Ease of operation of modern photo equipment makes 
effective, if not professional, results quite a simple mat- 
ter. Some companies are expanding existing photo 
services to cover making safety films too. Bell & Howell 
Co., for example, spotted a stock-piling hazard on time- 
study footage showing a warehouse operation: from 
that point on, movie cameras went right along with 
safety inspectors. Goodyear Tire & Rubber Co. tried its 
hand at movie-making when they couldn’t find just the 
coverage they wanted of the rubber industry’s problems 
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Your Safety Work 


on professional safety films. 

Whether you use still or motion pictures in your 
safety inspecting and selling, you can do one important 
thing that the professional film makers can’t: you can 
show conditions as they exist in your plant. And you 
can show how these conditions affect people that your 
audience—whether it is top management or shop work- 
ers—will recognize. 

With pictures, you replace opinions and memories by 
facts. Your reports—written and oral—may seem ob- 
jective to you; the camera tells its story impersonally. 


For a look at the way two companies 


use photos for safety, turn the page 








GOODYEAR TIRE USES MOVIES 





FILMS HAVE ALWAYS BEEN an important part of Good- 
year Tire & Rubber Co.’s safety training program. While 
the company has a well-equipped photo lab, nobody 
ever thought of making a safety film for home use until 
the training department noticed lagging interest on the 
part of movie audiences. Why? The films they were 
seeing—while they were splendid jobs—didn’t pertain 
to their industry. So Goodyear set out to make its own 
film, one that would: 1) familiarize supervision with 
safety committee work, and 2) point out hazards and 
the need for alerting workers to them. With Fred Goep- 
pel’s motion picture lab to do the production work, the 
only part of the job that had to be done outside was 
putting the sound track on the film. The whole job cost 
$865, including all time charges. 


The product is a 12-minute (found by Goodyear to 
be just about the right length for a training film) black- 
and-white movie entitled Rubber Risks. It’s an integral 
part of supervisional training programs now, has been 
shown to safety groups all over the country. Biggest 
problem in the production sequence (see cuts): getting 
good narration. Goodyear’s advice: get a professional 
narrator; supervisor training manager W. F. Hoffman 
says finding a trained voice—even with Goodyear’s 
broad schooling facilities—was a stickler. 








PLANNING what is to go into the film are: (seated |. to r.) C. 0. 
Thomas, mgr. of training program development; T. W. Prior, direc- 
tor of training; safety director Jack Kidney; safety engineer R. W. 


Fickes. Standing: W. F. Hoffman. Final scripting came next. 


PUT PICTURES INTO YOUR SAFETY WORK- Continued 


STAGIN 
man is | 
by How 
serious-r 


Motion or still pictures — take your choice: but get 


CRUCIBLE STEEL USES STILLS 








“YOU CAN TALK TO MEN about what caused an accident, 
you can tell them of the need for good housekeeping, 
you can describe the dangers of misplaced tools and 
equipment; if you’re lucky, maybe you'll get 50 percent of 
what you’re saying across. But if you can show them 
pictures of these things, you'll show them how to halt 
them.” That’s the opinion of W. W. Hall, safety super- 
visor at Crucible Steel Co. of America’s Midland, Pa. 
works. Hall has done exactly that. With cameras in the 
hands of Hall and his engineers, E. G. Troutman and 
George Rudman, the plant has shot its way to a better 
safety picture (frequency—2.12, severity—0.74 in 1951). 


Hall, or one of his staff, roams the entire works taking 
pictures to record unsafe conditions and practices. The 
safety staff, on 24-hour call, takes pictures of every acci- 
dent to show exactly how it happened. Then the photos 
are put to work: 


e Along with the required detailed report of every 
lost-time accident, goes photographic evidence. If the 
mishap can be traced to insufficient safety equipment, 
the cause is eliminated immediately. But, more often 
than not, human—not mechanical—failings produced 
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the injury. If that’s the case, then Hall’s pictures really 
go to work. 

Safety meetings are regular features at Midland 
works. They’re held at three levels: general and de- 
partment superintendents; department superintendents 
and their foremen; foremen with the men under their 
supervision. The safety department is active in all of 
the meetings, and Hall’s pictures are the feature of 
every one. Starting point is a report on the progress 
made towards eliminating hazards covered in previous 
gatherings. Then current unsafe practices and condi- 
tions come up for reporting and discussion. At this 
point, the photos are brought in. As Hall says, when you 
have the evidence of safety lapses in your hand, you’ve 
taken the biggest step towards correcting them. It 
makes no difference whether you’re showing them to 
top management or to machine operators: the pictures 
tell your story. And while Hall uses them extensively 
to document accident causes in order to prevent recur- 
rences, he takes even greater pains to cover the photo- 
investigation practice to spot hazards—human and me- 
chanical—before they cause trouble. Once they’re de- 
tected, hazards don’t remain hazards for long. 
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HUNTI 
Rudma 
spectin 





STAGING the actual shot, ‘‘actor’’ Don Teich- SHOOTING 
man is briefed for series of right-and-wrong shots 
by Howard R. Hale. He played part of average, 
serious-minded worker. 


the sequence after brief run-through is Fred Goeppel. Identifying 
slate, for later editing of film, is held by Charles King as Teichman demonstrates 
proper way to handle grinding operation—with goggles, without wrist watch. Re- 
corded narration was synchronized later, then put on the film at a cost of $60. 


cea 


HUNTER of accident causes is safety inspector TARGET 


like this one: this man is caught in the unsafe act. Hooks, instead of 
Rudman. His camera is regular part of his in- hands, should be used for this car-loading job. His evidence on film, Rudman can 
specting equipment. With it he looks fora... now go to proper authorities for action to prevent an accident before it happens. 
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Wheeler Protection Pays 
more safety per dollar 








CLOTHING 


U.G. asbestos in tropic-weight 
herr., light basket, heavy basket, 
and herr. weaves; flame-proofed 
duck and jean cloth; chrome lea., 
permaproof cloth, and wool. 
wenn’ Gaheshes, Coats 30", 44", and 50" lengths, 
23" lengths. Lined’ or ‘un- cut to chest size, with "'free-swing' 
lined; plain or lea. rein. raglan sleeves. Pants to match, 
cut to waist size. 


APRONS 


Bib, split-leg, waist, and V-types. 
All sizes available in U.G. as- 
bestos, flame-proofed duck, fiber- 
glas, chrome leather, and perma- 
proof cloth, GLOVES U.G. recone 








HELMETS 
U.G. light basket weave asbestos, 
with wire, fiber, or “hard boiled" 


ARM PROTECTORS 
Chrome leather, or wool. Plain or ; ‘ 
steel studded leather reinforce- head frames, all having adjust- 
ments. Fastens on arm with three GLOVES Chrome, horse able, padded head bands. Screen- 
adjustable straps, or with zippers. split or grain, and carpincho ed, and pyrex glass vision pieces; 
leather. II"' & 14" lengths. for head, neck and shoulder pro- 
eee PPP ac ye oreg Lang °F tection. Large selection of styles | 

; 1 featuring exclusive Wheeler 
design. 








ASBESTOS FIREMEN 
U.G. light basket weave asbestos. 
Six styles offered in one, three, 
and five piece suits. Each style 
neatly packed in handy metal 
carrying case. Used for fighting 
fires, fire rescue work, and emer- 
gency repairs. 


LEGGINGS 


U.G. asbestos, flame-proofed 
duck, or chrome leather. Available 
in either Patented Leg-Safe style 
(as shown), or Spring Knee style. 
On and off in a jiffy! Half Leg- = 
gings, and Hip Leggings, also @ 
obtainable. | 
BLANKETS 


AND CURTAINS HAND PROTECTORS 


U.G. asbestos, flame-proofed duck With wrist slot, or thumb 
and jean cloth, fiberglas, perma- type. Chrome lea. with plain SLEEVES 
proof cloth, and 100% reprocess- oF Steel studded rein. Asb. 
ed wool. 6' x 6' standard size, backing on some styles. 
packed in carrying case. Other 
sizes cut to order. Grommets sup- 
plied on curtains as specified. 










U.G. asbestos, flame-proofed 
duck, fiberglas, chrome leather, 
and permaproof cloth. 12", 18", 
and 24" lengths. 


CAPES AND SLEEVES 
With or without bibs. Made in 


h leather for Welder's. 
chrome leather for Welder's. Also ITTENS Reg entre, SPATS 
UG. 


available in U.G. heavy basket M ot _one-finger styles. U.G. asbestos, flame-proofed 
weave asbestos. Small, medium, herr. asb. 11", 14", & duck, and chrome leather. Have 
and large sizes. 23 iengts. — ey adjustable ankle and instep straps. 
triple thick asb. mittens also 
available. 




















Stop in at Booth 77, Conrad Hilton Hotel, during the National Safety Congress 
CONSULT A WHEELER DISTRIBUTOR 
FOR REAL SAFETY SERVICE 


PROTECTIVE APPAREL, 


Wrute (Or aur went Catalog V/7n Chon: : 
PIA WwW HoRON ST. ee. CHIGAGO 10, ILL: 





Circle No. 28 on reader service card for more information. 
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If your shop is lighted like this dungeon .. . 


ON“ 
“Ora” 


... Poor Lighting Invites Accidents 


PLANT POOR LIGHTING CAN BE LISTED somewhere under Cause 
HOUSEKEEPING for one out of every four industrial accidents. It may 
not be a primary reason, but you’ll find lack of light 


back of many slips and falls, numerous injuries in which operators get There’s a solution 
snared by their machines. Then there are the more subtle’ dangers of in- to your lighting 
adequate illumination. There is a definite correlation between lighting problem, no matter 
levels and expenditure of nervous energy. Being able to see well, a worker 
is more relaxed; he has fewer headaches, produces more and better. Most 
important, he conserves his irreplaceable vision. 

If there is a work area in your plant that doesn’t look—light-wise—like 


the lower of the two photos above, give some thought to illumination under 
these essentials: 1) enough of the right kind of light; 2) proper equipment 
to supply it; 3) special atmospheric conditions; 4) maintenance. Robert L. 


Zahour, of Westinghouse Electric Corp.’s engineering department gives 
facts (see following pages) to help you plan on these four bases. 


what your production 
process or where 
it’s carried on 
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POOR LIGHTING INVITES ACCIDENTS—continued 


What Type Of 
Lighting Do You Need? 





HIGH BAYS, like this assembly area at Axelson Mfg. Co., 
may be lighted by 400-watt, color corrected mercury lamps in 
concentrated reflectors, 31 feet above floor. 54 fc level. 











MEDIUM BAYS can be treated with fluorescent fixtures. 
This Cleveland maintenance shop has two-lamp, 90-watt re- 


SPOT JOB illumination on this drill press is given by two 
60-watt filament lamps in metal reflectors to prevent glare. 








| 
| 





Adjustable metal brackets position them accurately. 


HOW MUCH LIGHT? The table above should answer this 
for you. From the categories listed, you’ll be able to 
pick those which parallel your own. But that isn’t the 
whole answer. You have enough of the right kind of 
illumination. 

To avoid annoying direct glare from light sources or 
light reflections from polished surfaces, serious consid- 
eration should be given to the quality, as well as the 
quantity of illumination. In high bay areas, concentrat- 
ed light sources in fixtures which give uniform distribu- 
tion will usually give freedom from direct glare. At 
lower ceiling heights, fluorescent lamps in diffuse re- 
flectors will provide soft and almost glareless light over 
working areas. 


WHICH FIXTURES? You must remember that fixtures 
need regular cleaning if they are to keep up their light 
output, so both efficiency and maintenance factors 
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flectors hung 20 feet from floor. Average light: 35 fc. 


should be considered when you select lighting fixtures. 
Here are Zahour’s suggestions for a variety of indus- 
trial applications: 

e From the standpoint of efficiency and cost of 
cleaning maintenance, direct type of luminaires are 
favored for medium and high bay areas, while semi- 
direct luminaires are more satisfactory in sections 
where ceiling heights are less than 18 feet. 

Lighting equipment is designed to spread illumina- 
tion uniformly over a given area. This degree of spread 
varies with the optical design of reflectors. Some fix- 
tures are shaped to produce a wide beam spread while 
others have a narrow beam. The selection of beam 
spread is governed by room size proportions and the 
ceiling height. 

e In narrow high bay areas, where the mounting 
height: is 30 feet or more, concentrating-beam high bay 
reflectors are used. These fixtures may be for either 
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LOW BAY SHOPS can get 55 fc illumination from continuous rows of 


two-lamp, 40-watt fluorescent fixtures. They’re hung 10 feet above floor, 


spaced 10 feet from each other. 


Pix: Westinghouse Electric Corp. 


* 


INSPECTION BENCHES eed high level lighting without glare. It’s 


achieved here by semi-direct fixture. Part of light is bounced off reflector, 


part comes direct to area of fine work. 


incandescent or mercury vapor lamps. Where color 
discrimination is not important, cost studies indicate 
that mercury lamps are more advantageous because of 
greater life and higher efficiency. Cost of lamp replace- 
ments is consequently reduced and fewer lamps are 
required per given area. Where color correction is 
desired, the regular mercury lamps can be interchanged 
with fluorescent mercury lamps of the same wattage. 
These fluorescent or color-corrected mercury lamps 
give a light with warm-white tones. 

e In wide rooms with ceilings 20 to 30 feet, high bay 
medium width beam reflectors should be used with 
mercury lamps. However, where mirror-like materials 
are being fabricated, low brightness sources of diffusing 
character such as fluorescent lamps with industrial re- 
flectors are more desirable. If possible, fixtures should 
be installed to make them easily and safely accessible 
from catwalks or cranes for lamp replacements and 
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How Much Light 
Do You Need? 
for these jobs . . . this many footcandles* 
v v 
MACHINE SHOPS 
Rough bench and machine work .......... 20 
Medium bench and machine work, 
ordinary automatic machines, 
rough grinding, medium buffing 
ClIGD QIIIII I sss 50 
Fine bench and machine work, 
fine automatic machines, 
medium grinding, fine buffing 
NEES GTI cco Sh ie ci 100 
Extra-fine bench and machine 
work, grinding, fine work ................ 200 
ASSEMBLIES 
ONE cede) Soot in Seeds ee 20 
Li!) Rees a ena poner TS. OpeEe eat oe 50 
I ae aa ee 100 
2S |, ne eae eo ee eee ERE RE ee eee 300 
FOUNDRIES 
Annealing (furnaces) ..................2....--- 10 
2) eee ee eee ee ese 20 
Core Making 
LL Eee See BREST eed Be EOL UE 25 
Re OLE Ser Se EET | 
Grinding and Chipping ........................ 30 
Inspection 
Lan a can SEADETRee aie sere) eae 30 
MINNIE COU ss 50 
i, gana Ree ETE TOR aL 100 
Molding 
|, RE TEE DS Ee MAREE TSS Te CORRES? 50 
CANO so ee 30 
Pouring, sorting, cupola charging, 
SUNN ss ana ae 10 
NNN ccs areca lnc enseerieteres 10 
Shipping and receiving .............-....-...-- 30 
*IES Lighting Handbook, 1952 











cleaning. 

e In areas low ceiling (18 feet or less) semi-direct 
fluorescent lighting equipment has been found most 
satisfactory for general illumination. Semi-direct fix- 
tures send 10 to 15 percent of the light upwards to illu- 
minate the white ceiling; thereby improving the con- 
trast between extremely bright lights and dark ceiling. 
If you have a choice incandescent or fluorescent equip- 
ment, fluorescent lamps are more desirable because of 
long life, higher efficiency, lower source brightness, 
and coolness of operation. 

e Some types of fine work require more light than 
the level recommended for general lighting throughout 
the entire area. These higher levels are usually pro- 
vided by local lighting fixtures rigidly attached to the 
machine by adjustable metal brackets or suspended by 
pipe conduit over the bench area. 


Continued on page 102 
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additional head protection 


OPEN HEARTH HOOD. 
Made of asbestos or wool. 
-013 wire-30 mesh. Fibre 
head piece combines light 
weight with safety. Cat. 
No. 602HW-4-A. 


by 


rimball 








ANYdWO) SLINGoNd @ 


Clothing are evidence that we will con- 
tinue to meet new hazards in working 


conditions as they arise. 














EAR PROTECTORS. Wire mesh with soft plas- 
tic rims. Comfortable and close fitting. With- 
out head band EP-1. With head band EP-2. 





K ‘ 
nse 9310 Wade Park Avenue 


provided by these latest additions 


ik] The greater comfort and safety 
AN 
t 


o the KIMBALL line of Safety 





SKULL CAP. For wear | 
under hard hats. Warm, © 
light, comfortable — 20 © 
oz. wool. Without flap © 
SC-1. With flap SC-2. 


OTHER KIMBALL SAFETY PRODUCTS 


EYE PROTECTION: Spectacle Goggles, Welding Goggles, 
Composition Goggles, Sideshields. 

HAND PROTECTION: GLOVES: Welder’s, Asbestos, Steel 
Stitched. MITTENS: Welder’s, Asbestos, Steel 
Stitched. 

BODY PROTECTION: CLOTHING: Wool, Flame-Proofed 
Cotton. LEGGINS and SPATS: Leather, Asbestos, 
Flame-Proofed Cotton. 


APRONS: Leather, Asbestos, Flame-Proofed Cotton. 


mball SAFETY PRODUCTS COMPANY 


¢ Cleveland 6, Ohio 


Circle No, 29 on reader service card for more information. 
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REDUCE ACCIDENTS WITH... 


GROPUO RU 
cnt fon rare! 
















NEO-CORD 

Sin WenMieed “tate We are the largest users of du Pont F 
i Neoprene in the sole and heel industry and 

ee score ee make the only complete family of neoprene 


and du Pont Neo- 
prene construction 
Resistant to gasoline, 
acids, caustics and 
heat — very resistant 
to metal chips. 


bottom stock for every industrial use. 












NEO-CREPE 


The Neo-Crepe cellular sole 
sets new standards for safety 
because of its light weight and 
extreme flexibility. Highly re- 
sistant to the ever present 
threats of acid, gasoline, caustic 
and metal chip attacks. 


NEO-CORK 
The Neo-Cork non- 


marking sole is one 
of the most popular 
soles incorporating 
du Pont Neoprene 
Surprisingly non-slip 
characteristics under 
a great variety of 
working conditions. 




























® 
RE REEDS AMR TN 
GRE SI C82) CR, TE 
SER eR OE 
Visit with us 
—<o ocow ee 
MEE =A ood sole of du National Safety Congress 
SEE Pont Neoprene for 
es =general working con- 





ditions. It is strong, 
sturdy and provides 
a large measure of oa 
protection against 
acids, gasoline and 
similar threats. 


a7  GRO-CORD RUBBER CO. 


LIMA, OHIO 


Canadian Plant 
GRO-CORD RUBBER CO. of CANADA LTD. 
Tillsonburg, Ontario 


Circle No. 30 on reader service card for more information. 
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CHECKING refinery equipment for corrosion and erosion damage is full- REPLACING corroded parts is planned well in advance on 
time work for staff of 16 engineers at Sun Oil’s Marcus Hook refinery. basis of constant checks. Foresight enables major replace- 
Inspector uses a roll gauge to examine a box-L fitting. ments to be done during regular plant shut-down periods, 


Corrosion Prevention Is Part Of Safety 


Sun Oi] Company keeps a team of corrosion specialists 


working right along with its safety engineers to ferret out areas 
where corrosion might produce hazards. Use these 


corrosion-prevention tips to help your anti-accident work 
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minimizing production loss. All heavy maintenance work RECHECKING after all repairs and replacements have been completed is 
is scheduled similarly. The boilermakers are replacing a required before the equipment can be put back into operation. Everything 


tube in a heat exchanger at Marcus Hook. from valve packing to major equipment is inspected. 


CORROSION-INSPECTION EQUIPMENT 
at most refineries, not too many 
HOUSEKEEPING years ago, consisted of a hammer. 


That’s all. After looking and guessing, the inspector 
took a wallop at the tank or pipe with the hammer: if it 
went through the metal wall, patching or replacement 
was indicated. With experience, a man could get a fair 
idea of the metal’s condition from the sound of the blow. 

Corrosion engineering has come a long way since the 
batch-still refining days. At Sun Oil Co.’s Marcus Hook, 
Pa., refinery, it is an integral part of the safety program. 
James H. Urian heads a staff of 16 corrosion engineers 
whose job it is to keep constant check over all process- 
ing equipment, make sure it runs smoothly and safely. 
To do this takes a combination of paper-work and leg- 
work: all pertinent facts—date of installation, type of 
material, operating service, details of operation effici- 
ency—are kept on every piece of refinery equipment. 
The leg-work comes in on constant inspection and test- 
ing to spot evidence of metal wear and disintegration. 
The effects of sulfur and chlorides in the various crude 
oils, which form corrosive acids, plus those of tempera- 


PLANT 
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ture and stress are enemies of smooth operation and 
safety. This is the way that Sun Oil corrosion engineers 
go after them. 


THREE BIG QUESTIONS are pasted in every corrosion 
specialist’s hard hats: 1) Where is corrosion most likely 
to crop up? 2) How can you identify it? 3) What can 
you do about it? To answer them, Sun Oil engineers 
start right from the beginning refining steps. 

While crude oils vary, nearly all of them contain 
either sulfur or salt. When you add water, one forms 
sulfuric acid; the other, hydrochloric acid—both slow 
death on metals. So refinery operations attempt in all 
stages to get the water out of the crude, or at least use 
it in steam form to control its effects. 

While every point in processing may be subject to cor- 
rosive elements, fractionation of petroleum vapors in- 
to their components gives the clearest picture of the 
problem. The lower portions of the fractionating tower 
don’t take much damage: the only danger here is from 
granular coking and erosion, principally where there 


Continued on page 98 
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Too often, attempts are 
made to solve difficult 
dust-collecting problems 
with so-ealled standard 
equipment. The picture 
above shows erection of 
a large CUSTOM-MADE 
DUST COLLECTOR on the 
roof of a leading auto plant. 


17904 RYAN ROAD 
DETROIT 12, 
MICHIGAN 
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Circle No. 31 on reader service card for more information. 





If your problem involves 
wet colleetion and re- 
quires unusual hooding or 
conveying, we invite you 
to avail yourself of our 
store of knowledge and 
experience. 


Write, wire or phone 


-dalton 


. os 
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WITH WAXES CONTAINING ANTI-SLIP ‘“LUDOX’”’ 


Anti-slip Du Pont “‘Ludox” gives floor wax a unique 
snubbing action. When your foot hits the floor, 
tiny, hard particles of ‘“Ludox”’ are pushed into 
larger, softer wax globules. This causes the foot’s 
forward-moving energy to be absorbed quickly and 
safely —helps keep the foot from slipping. 


Besides giving far safer footing, floor waxes im- 
proved with “Ludox” have extra hardness. And 
along with these outstanding advantages, all the 
basic qualities of gloss, water-resistance, freeze- 
resistance, and leveling are maintained in properly 


¥ 
| | 
. REG. U. 5. Par. OFF. | 


080% AnawnAIversary 


Better Things for Better Living 
eeethrough Chemistry 


formulated waxes. 


Many safety and sanitation engineers now spec- 
ify waxes made with “Ludox.”’ And even if yours 
is the exceptional case, a wax made with ‘‘Ludox’”’ 
should fit your needs. A variety of formulations is 
available for business, industry, and institutions. 


Ask your wax supplier to show you his waxes 
containing anti-slip ‘“‘Ludox.” Or write for more 
information today. E. I. du Pont de Nemours & Co. 
(Inc.), Grasselli Chemicals Dept., 4147-O Du Pont 
Bldg., Wilmington 98, Delaware. 


DIK 


REG. U. S. PAT. OFF. 


COLLOIDAL SILICA 








Circle No. 32 on reader service card for more information. 
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HAND 
PROTECTION 


| at amazing low cost 


““Woven-Gards” are hand pro- 





tectors, mitts, pads and sleeves 
made of a new long wearing 
safety material. They provide 
flexibility, comfort, resistance 
to abrasion and cutting far be- 
yond that of anything used be- 
fore. They are extremely oil-ab- 
sorbent and do an excellent job 
when handling oily, slippery 
sheets. The porous weave makes 
them one of the finest protectors 
for handling lower tempera- 
tures. Enthusiastic users say 
they have never seen values like 
“Woven-Gards.” Excellent pro- 
tection at lowest cost. Send now 
for descriptive folder and prices. 


INDUSTRIAL GLOVES COMPANY 


A Corporation 
1801 Garfield Street, Danville, Ill. 


(In Canada: Safety Supply Co., Toronto) 


Steel Grip 


To be sure 
of theGenuine 


Demand this 


OA ote Mork 


Safety Apparel 
Ss 
S 
Circle No. 33 on reader service card. 
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*  vered outlets (at top of heater casing) 








—<gjPROBLEM: Plating tanks at 
Wagner Electric Corp. were well safe- 
guarded by exhaust ventilation, but 
some provision had to be made to 
supply make-up air to replace the 
volume lost by ventilation. 


SOLUTION: Two unit heat- 

ers—each with a 22,000 cfm capa- 
city—pull in outside air through wall 
vent (lower right), heat it to proper 
temperature and feed it out four lou- 


for draft-free ventilation. 


New Air For Old 


PLANT PROBLEM: When you have a fume-producing opera- 
HOUSEKEEPING tion in your shop you have to set up exhaust ventil- 
ation to keep it from causing a health problem. That’s 
standard procedure. And well-engineered exhaust systems usually solve 
the fume problem 100 percent. But sometimes this solution brings in a 
secondary problem. Where do you get clean, tempered air to replace the 
volume that your exhaust system is pulling out of the building? Maybe 
you just leave the door open; that will give you a nice breeze through the 
shop. If your plant is located in a fairly clean, uncongested neighborhood, 
the outside air might even be clean enough for direct use. So the great 
outdoors supplies your make-up air. That’s fine and dandy in the summer- 
time. But what about cold weather? 

That was the stickler facing Wagner Electric Corp. (St. Louis) engi- 
neers a while back. Zinc and acid fumes from plating tanks and steam- 
soaked air from drying barrel dryers were whisked away from work areas 
by effective exhaust units. But an open-door policy was far from successful 
as a source of make-up air. 

SOLUTION: Wagner engineers shut the doors and put in a couple of space 
heaters to turn the trick. Each of the gas-fired heaters pulls air in from 


Continued on page 104 
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new PAC KAGED carbon dioxide 
FIRE EXTINGUISHING SYSTEM 


inexpensive, simple, sure! 


Do you want maximum fire-fighting 
power at minimum cost? Then you 
want the new Kidde Standard Pak. It’s 
an inexpensive ready-made system you 
can build in for protection against tough 
fires in normal flammable liquid hazards. 


any pipefitter 
can install it 


Anyone who can cut pipe can set up 
this pre-engineered fire extinguishing 
“package.” Choose from six sizes for 
volumes up to 6,000 cubic feet. 


Every kit contains Kidde rate-of-rise 
heat detectors, Kidde Multijet nozzles, 
and automatic discharge heads. Pipe 
and fittings are optional, as are pressure pre-engineered 
trips and switches, remote controls, 

sirens, gongs. 





For full information send the coupon. 









merely measure the size of the room 
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WALTER KIDDE & COMPANY, INC. 
1048 MAIN ST., BELLEVILLE 9, N. J. 





Gentlemen: Please send me details on the 
New Kidde Packaged Fire Extinguishing System. 


NAME 











FIRM NAME 





Walter Kidde & Company, Inc. 


ADDRESS_ 





ee eel 
See eS) 


1048 Main Street, Belleville 9, N. J. 
CITY ZONE STATE 
Walter Kidde & Company of Canada, Ltd., Montreal, P. Q. et et a ec a ae 


Circle No. 34 on reader service card for more information. 
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} This book, published by 

| Manufacturers Directory Co., 
has been written and prepared 
by its affiliate, OccuPATIONAL 
Hazarps, Inc. 


& THE HANDBOOK IS AN AUTHENTIC 
REFERENCE. It gives fundamental 
facts on all phases of industrial 
safety, from Athlete’s foot prevent- 
ion to toxic properties of Zirconium, 
And all indexed for quick reference. 


e THE HANDBOOK IS A COMPLETE 
GUIDE to hazard elimination. It gives 
you the latest information on hund- 
reds of health and safety threats. 
tells you how to prevent them. 





ew Industrial Safe 


can 








HO 


THE HANDBOOK IS A 
DIUM of every phase of s 
cation. Written in nor! 
language, it’s ideal b 
material for men who a 
safety work—valuable s« 
terial for seasoned safety 





safety and Health Handbook 
can be your Safety Assistant 


A Complete Safety Library On Your Desk At 
All Times—Ready For Instant Use 


THERE’S NO SINGLE JOB that demands knowledge 
of as many different subjects as industrial safety 
work. A safety man’s responsibility is as broad and 
as varied as the activities of his company. Here, for 
the first time in a single volume, are the basic facts 
he needs to do his job. 10 separate sections, nearly 
800 pages—completely indexed and color-tabbed to 
make information instantly available: it’s a com- 
plete fact file. 


Industrial Safety and Health Handbook gives you 
the latest information on literally hundreds of sub- 
jects. It’s published in a heavy-duty binder; and 
it has to be—you’ll soon find that it’s your most- 
often consulted helper. Shipment of the Handbook 
started on August 25. Orders are being filled on a 


EACH OF THESE VITAL SAFETY 
SUBJECTS IS COVERED BY A 
SEPARATE HANDBOOK SECTION: 


Administration of a safety program: how 
to set it up and run it. 


. Protective Equipment: what kind is avail- 


able, where to use it. 


. Mechanical Safety: what the hazards 


are, how to avoid them. 


. Skin Diseases: complete identification 


of industrial sources plus preventive 
measures. 


. Metal Poisoning: including every common- 


ly-used metal, facts on their properties. 


: 6. Airborne Hazards: dusts, gases, fumes, 
first-come, first-served basis. vapors—and what to do about them. 
To make sure that you get your copy of Industrial 7. Fire Protection: complete outline of fire 
Safety and Health Handbook use the convenient causes, prevention and extinguishing. 
order blank below. 8. Solvents: what they are, how they cause 





trouble, ways to avoid it. 


Order your copy now 5 9. Radioactivity: facts you should have 
about this fast-growing field. 
at the low price of 25 
10. Housekeeping: everything from color- 
conditioning to noise elimination to make 
your plant a better place to work. 


cA cece 


THE MANUFACTURERS DIRECTORY CO. 
1240 Ontario St. 
Cleveland 13, Ohio 


~ Gentlemen: 


PRiGne. SOUP 18-2020 copy(ies) of the new 
Industrial Safety and Health Handbook at the price of $25 
per copy. 
90K IS A COMPEN- (Bill me [] Check or money-order enclosed [)) 
y phase of safety edu- 
ten in non-technical NAME  -....-------n--ceeensseeeceneeseeceeces sen scesteneenssonnencannanasenssenssnnenaas 
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H SAFEAHIAT 


rt —s with 
| WINTER ACCESSORIES 


5 Don’t let frostbite freeze your 
working schedule! Keep out- 


| door workers warm, safe, effici- 
i} ent by adding winter comfort 
|-} to McDonald Safe-T-Hat pro- 
+ tection! Flannel-lined Zero 
| Hoods fit snugly under Safe-T- 
-_| Hat’s rugged aluminum shell... 
-_| tie under the chin to assure 
as skin-tight fit! 

‘ ZERO HALF-HOOD (shown 
|-| above) Covers head and ears. 
|-| Available in medium and large 
4 sizes. 

Fd ZERO FULL-HOOD Full neck 


protection from icy winds, rain, 


-_| sleet. Medium or heavy weight 
~ in medium and large sizes. 
~ Write for Illustrated Bulletin 












1932-1952 
20 YEARS OF PROGRESS 


B.F. M‘Donald 


COMPANY 


Manufacturers & Distributors of 
Industrial Safety Clothing 
and Equipment 


5721 West 96th St., Los Angeles 45 


Other Offices In 
San Francisco and Houston 






Circle No. 35 on reader service card. 
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Have You Heard...* 





... That Personnel Ratios Continue To Drop? 


PERSONNEL RATIOS—the number of 
people employed in personnel work 
per 100 employees—have dropped 
again this year, the second in a row. 
According to University of Min- 
nesota’s Industrial Relations Center, 
the ratio is .61 this year, compared 
to 1950’s high of .87. 

e While there are fewer of them 
in proportion to total number of 
workers, personnel men are earning 
13 percent more money: average 
salary (not counting bonuses or 
other benefits) was $9,685 in Janu- 
ary, 1952. This makes a total aver- 
age increase of 25 percent since 
1948. These conclusions are based 
on returns from 784 personnel ex- 


ecutives in 35 states. Their compan- 
ies employ better than three million 
workers. 

Surprisingly, it’s the big company 
that is cutting back in personnel 
people—or, at least, not keeping up 
with increased employment. Salar- 
ies ranged all the way from $3,000 
to $75,000: small plant average sal- 
ary was $6,410; those employing 
more than 3,000 paid their personnel 
executives an average of $13,844. In- 
dustrial relations directors, as a 
group, averaged $12,238; personnel 
managers, $7,993. Women, in all 
personnel categories averaged $6,- 
929—$1,756 less than the men’s av- 
erage. 


..- The Extent Of Industry’s Safety Investment? 


In 1940, INDUSTRY paid out $8.81 per 
worker in health and safety services, 
according to a National Association 
of Manufacturers’ study. Today, 
the per-capita cost among 1,576 com- 
panies, has just about tripled. This 
year’s NAM survey of health and 
safety services in industry, pub- 
lished in part by Brookings Institu- 
tion, shows the big steps taken to 
build better health into the job. 
Without doubt, part of the increase 
can be laid to rising costs, but a big- 
ger chunk is simply increased in- 
vestment in work health. What does 
this $25.90 per-capita spending buy? 
Let’s look at the survey results: 
3,589 companies, ranging from very 
small to very large, were reached. 

e Personnel: 70% of the compan- 
ies use physicians in their in-plant 
health programs, but they use them, 
in most cases, on a call basis. 4.8% 
have fulltime doctors; 17% hire 
part-time medical men. Graduate 
nurses are employed by 28% of the 
companies, first-aid attendants by 
45% (mostly in the 250-500 em- 
ployee size range.) 

e Facilities: Better than half the 
companies have in-plant dispensar- 
ies; and four out of five report an 
out-of-plant medical set-up, usually 


through insurance companies. 
Activities: Biggest single medical 
job is screening new hires through 
pre-placement examinations, 53% of 
the companies (employing nearly 
90% of the total employment cov- 
ered in the survey) make pre-em- 
ployment exams. 32% of them even 
examine office job applicants. In 
addition, 23% carry on periodic phy- 
sical examinations, 30% provide for 
examination of workers returning to 


work after an illness, 38% examine: 


injured workers who return to work. 

Standing out clearly in the study 
is the trend toward broadened scope 
of services offered by medical pro- 
grams: Visual care programs (don’t 
confuse them with safety-glasses 
programs) are available to 35.8% 
of the workers, dental care for 
10.5%, hearing care for 14.6%. 
Home visitation programs—either 
by plant nurse, doctor or investiga- 
tor—are reported for 48% of total 
employment. 

What has all this achieved? Fewer 
accidents in 66% of the companies 
with accident-prevention programs; 
an average of 43% fewer in 796 com- 
panies. Accident reduction was 
greatest in large companies: those 
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> No inventory headache 


> Orders filled as needed from 
our large factory stock 


department 
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Patented Charles Chester Air Cushion Inner 
Sole is an exclusive feature designea to 
give daylong comfort. Charles Chester 
Shoes are made of the finest mate- 
rials and craftsmanship. 


Our Safety Shoe Plan works like this: 


1 Single pair and bulk orders . . . both are shipped 
with equal ease and promptness from our Factory 
stock department. 


Backed by Factory Guarantee . . . We guarantee 
all Charles Chester Air Cushion Shoes for fit — wear 
—and comfort. We accept full responsibility for 
keeping your employees satisfied when they wear 
Charles Chester Air Cushion Safety Shoes. 


ficarles A copy of the Charles Chester Safety 
H E S T E R Shoe Plan will be sent to you on 


AIR CUSHION SHOES* request. 


CHARLES CHESTER SHOE COMPANY, BROCKTON, MASS. FINE BOOTMAKERS SINCE 1876 
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FOR HOT LINES 





LINEMEN’S HIGH-VOLTAGE 
GLOVES, the product of 25 years’ 
specializing in rubber protective 
equipment for linemen. Check 
these important features — found 
only in the WHITE line: 


@ Natural shape. The curved hand 
eliminates unnatural bulkiness, as- 
sures ..perfect fit. 


@A full range of sizes. Half-sizes 
from ‘9 through 12 make it possible 
to fit all linemen’ comfortably. 
Lengths: 14”, 16” and 18”. 


®@ Flexibility. You can really work in 
these comfortable gloves. No stiff, 
cumbersome binding of the fingers. 


@ Large, round thumb - crotch. All 
fingers are rounded and Shaped for 
comfort. 


@ Large roll. Reduces the hazard of 
current creepage. Voltage ratings: 
10,000-15,000-20,000, or to your 
special requirements. 


LEATHER PROTECTOR 
GLOVES are tailored on 
curved-hand forms to 
give a perfect fit over 
rubber gloves. No dan- 
gerous rubbing or bind- 
ing. Sizes 9 to 12. 


INNER LINER 
GLOVES of soft knit- 
ted wool, cotton and 
rayon work the year 
*’round: adding 
warmth in winter 
soaking up summer 
perspiration. Put 
gloves, protectors and 
liners in a WHITE 
Glove Bag for safe- 
keeping. It’s an un- 
beatable safety com- 
bination. 








WANT FREE HELP on ways to care for 
your gloves and methods of testing 
their dielectric strength? Just ask for 
it. Write to: 





Right Off The Docket 





Traffic Accident To 
Appliance Salesman 


WHEN A TRUCK runs into the back of 
your automobile, can you collect 
workmen’s compensation for your 
injuries? One Louisiana woman did. 

She was an appliance saleswoman, 
depending on household demonstra- 
tions for her sales. Her car was 
part of her working equipment: 
Walther Brothers, her employer, 
gave her a weekly allowance for its 
operation, plus a mileage figure. 

At 9:30 one morning, while on 
her way to make a demonstration, 
she was involved in a collision. Her 
car was standing at an intersection, 
waiting for the signal to change, 
when it was walloped in the rear by 
a truck. 

e How do we know she was work- 
ing when her car was struck? her 
employer asked. Nobody checked 
on her movements: since she wasn’t 
supervised, she might have been 
running some personal errand at the 
time of the injury. 

e It’s a prima facie assumption, 
said the court, that she was involved 
in efforts on her employer’s behalf 
when the collision occurred. Right 
after the accident, she phoned a re- 
port to her office. It happened dur- 
ing normal working hours; she says 
she was on her way to keep a busi- 
ness appointment: the injury is 
compensable. 

Barnett v. Walther Brothers Com- 
pany: Court of Appeals of Louisiana, 
June 19, 1952. (59 S2nd 487.) 


Fired Worker Hurt 


Before Leaving Grounds 


HERE’S AN ODDITY—a case in which 
an employer had to fight to be al- 
lowed to pay compensation. 
Peterson, a carpenter for a build- 
ing contractor, picked up his tool 
kit at the end of a day’s work, and 
started for the exit gate. There, he 
was surprised to meet the time- 
keeper who handed him pay-check 
and asked for his identfication but- 
ton. “Why am I being sacked?” he 
asked. “Don’t ask me,” was the an- 
swer. “Talk to the foreman.” 
Peterson walked over to the fore- 


man—he was only 20 feet away— 
and repeated his question. The an- 
swer (“He was no damn good’) 
started an argument. The result: a 
fight in which the claimant was 
injured, 

e When Peterson was awarded a 
judgement in a law suit against the 
company, the employer yelped. He 
can’t collect in a civil suit against 
us; he was still covered by work- 
men’s compensation. That’s the only 
place he can recover. 

If Peterson was still covered by 
workmen’s compensation, then it 
was his exclusive means of recov- 
ery. If not, then the civil damage 
suit was valid. What the whole 
thing boils down to is this: does the 
worker-employer relationship end 
(and compensation law coverage 
with it) the instant the man is fired, 
or does it last until he walks out the 


gate? 
e It lasts until he walks off the 
employer’s premises, the court 


ruled. That is unless the delay be- 
tween firing and leaving’ the 
grounds is unreasonably delayed. 
The fight between foreman and ex- 
employee lasted only two minutes. 
You can’t class that as an unrea- 
sonable delay: after all, said the 
court, you can’t blame a man for 
asking why he was discharged. The 
firing of the man ended his employ- 
ment, but it didn’t affect his right 
to leave the employer’s grounds the 
same way he came in. 

So the civil court award was set 
aside. Peterson had to seek redress 
through workmen’s compensation 
channels, 

Peterson v. Moran et al: Second 
District Court of Appeals of Califor- 
nia, June 19, 1952. (245 P2nd 540.) 


What Is A 
Dependent? 


BeroreE 1950, THE only recovery pos- 
sible for fatal work injuries in Okla- 
homa was through civil suit. Then 
the state constitution was amended 
to allow the legislature to provide 
compensation for such deaths. The 
amendment stipulated that compen- 
sation would then be the exclusive 
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PENNSYLVANIA OPTICAL COMPANY 





ANNOUNCES 
ITS NEW 
LINE OF 
SAFETY 
GOGGLES! 











The 220 Serios boggles 


The new 220 Series Goggles * Metal construction combines comfort 


are designed to give the utmost in eye with strength and long life. 
protection. Comfort is assured during * Designed to permit unobstructed side 
to side vision. 


continued wear by proper balance Aecveat 
Me alii * Heat treated safety lenses, individually 


combined with lightness of weight. tested for impact resistance, and exam- 
This results in worker approval and ined for optical perfection. 
| a higher factor of safety. Varied % Flat or curved lenses—either clear or 
' ‘ absorptive green in medium, dark and 
combinations make these goggles I g 
; -al extra dark shades. 
daptable to many industrial oper- baal ; : 
| a , sill P % Many combinations of side shields, lens 
f ations requiring positive eye protection. sizes and bridge widths. 


For illustrated folder, containing prices and detailed informa- 
tion, write directly to Pennsylvania Optical Co., Reading, Penna. 
— 


Order Direct PENNSYLVANIA OPTICAL COMPANY 


READING, PA. 


and Cave! Known for Fine Ophthalmic Products Since 1886 
i 
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of ALL accidents 
are PREVENTABLE 


ere: | Le) ae Rete) ¢ 
and an application of Hundreds 


of 
Industrial 
uses... 


NON-SLIP 
ABRASIVE PAINT 
STOPS SLIPPING ACCIDENTS 








Why pay out compensation for accidents when you can 
prevent them! Lay the groundwork for safer workmanship 
today ... paint those slippery areas where falls occur with ‘ 
SURE-FOOT, Frost’s non-slip abrasive paint. Low in cost 
. +. easy to use. Paint it on... let it dry... leaves a tough, 
non-slip finish that resists water, oil, or grease. ‘ Sf 
—e 
Paint SURE-FOOT on your “danger areas”... loading —gnower deat 
platforms, shower rooms, around machines, stairs and wash- 
rooms. SURE-FOOT adheres to steel, aluminum, wood or 
concrete. Comes in five eye-easing colors... gray, red, 
black, yellow and green. Take steps to safeguard dangerous 
fall areas TODAY. 


=| ee j e : rsh 
Keep your employees SURE-FOOTED . . . on the job. Aintiiieniiens 





@ SURE-FOOT COMES 


IN EASY-TO-APPLY Distributed by Safety Supply Houses in: 


Atlanta Fort Wayne Philadelphia 
PAINT FORM. Birmingham Green Bay Pittsburgh 
Buffalo ny = —_ 
Chicago ‘ansas . Pau 
Cleveland Knoxville Salt Lake City 
East Orange Los Angeles San Francisco 
Peoria Tulsa 


In Canada: Safety Supply Co., Toronto 1, Ont. 
Write Dept. H for the name of the one nearest you. 











PAINT AND OIL 
ao] dite]? Waled, | 


MINNEAPOLIS 13, MINNESOTA 
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recovery. The idea behind the am- 
endment was to permit recovery for 
occupational fatalities: how much 
could be collected was to depend 
upon the legislature. But that is all 
the amendment intended to do. It 
did not authorize the state legis- 
lature to make distinctions as to 
applicability of the workmen’s com- 
pensation laws. 


In 1951, the workmen’s compen- 
sation act was amended to provide 
death benefits, limiting the awards 
to a maximum of $13,500. 


e This is the history behind the 
claim filed by Fuller’s widow. He 
was fatally injured when he was 
crushed between two railroad cars. 
The Commission split the $13,500 
maximum award equally between 
the widow and Fuller’s two married 
children. But when the case was 
reviewed by the state supreme 
court, these rulings were made: 


e Since the 1951 amendment to 
the workmen’s compensation act 
abrogated the previous statutory 
provisions, only those people who 
would have a cause of action under 
common law are entitled to partici- 
pate in compensation awards. So the 
Commission’s interpretation of the 
1951 bill, and its definition of de- 
pendents is unconstitutional, Chil- 
dren, as used in the previous act, 
means those who are dependent on 
the employed parent for support. It 
does not include a married child, 
even if he is a minor. A person 
must prove a monetary loss before 
he is entitled to death benefit 
awards. Since no administrator was 
appointed to handle Fuller’s estate, 
his widow is the only person who 
could file a claim. 

Capital Steel & Wire Co. v. Fuller: 
Oklahoma Supreme Court, May 2, 
1952. (No. 35301.) 


Simple Operation 


Refused By Worker 


BENEFIELD’S RIGHT ARM was totally 
and permanently damaged by a 
shoulder separation sustained when 
a cat line on a drilling rig got twist- 
ed around it. The only hope for 
relief from the condition, doctors 
claimed, was through an operation. 

e According to the employer, the 
required surgery would be relative- 
ly simple and would be certain to 
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RIGHT IN GOUR OWN BACK YARD... 
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WE STARTED WITH THE 
WEST DERMATITIS PLAN: 7 
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BY WEST 


HAS TURNED THE BOYS 
INTO ATHLETES + 
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You're Paying 100,000,000 for Dermatitis 


Amazed? That’s the annual cost to 
industry. $100,000,000. Compensation and 
medical care for the average case is $200. 
Plus, further hidden costs — absenteeism, 
replacement training, sacrificed quality, 
lowered morale, lost production. All, need- 
less expense. Because dermatitis can be 
controlled! 


How? With West’s simple, inexpensive 








prevention and control program that... 
(1) makes sure of personal cleanliness 

(2) protects exposed skin areas 

(3) prevents clothing contamination 

(4) guards against special hazards. 


The WEST Dermatitis Control Program 
is based on an in-your-plant survey—made 
without obligation to you. Simply mail the 
attached coupon. 





abe, 


42-16 West Street, Long Island City 1, N. Y. 





Pract 


YES! We’re interested in DERMATITIS Control. 


C) Please have a WEST representative call 
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He scotfed at 
safety breathing 
equipment... 
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. » but he finished the job wearing a 


Scott Wir-Fak 


(TRAOE MARK?) 





An Eastern dye plant needed a painting job 
done on the inside of a large tank. Although 
the paint was of a particularly obnoxious 
compound, the man hired for the job scoffed 
at the offer of safety breathing equipment. He 
entered -the tank, only to stay insidé for six 
minutes. Making a second attempt to paint 
the interior without protection, he lasted only 
one-half minute. The third time he put on a 
SCOTT AIR-PAK with a hose attached to an 
air cylinder and stayed in the tank for three 
hours, completing the entire job. Questioned 
as to SCOTT AIR-PAK’s operation, he said 
“I never knew that working inside of a hot 
tank could be so cool and comfortable — and 
safe. I’m taking no more chances !” 





“Scott Air-Pak GIVES 

tnnagi tli Hundreds of other industrial plants through- 

COOL INSIDE HOT out the country have discovered that using 

TANKS !” SCOTT AIR-PAKS is the safest, most efficient 

roe way to complete work in hazardous atmospheres 
quickly, easily, economically. 


SS Fi Call in your Safety Equipment Dealer or 
— WRITE TODAY 


for full information. 


FOR SAFETY FOR SERVICE 


SAFETY EQUIPMENT DIVISION 


SCOTT AVIATION CORP. 


229 ERIE ST., LANCASTER, N. Y. 
CANADA: SAFETY SUPPLY CO., TORONTO — BRANCHES IN ALL PRINCIPAL CITIES 
EXPORT: SOUTHERN OXYGEN CO., 157 Chambers Street, New York 7, N.Y 
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restore full use of the arm. Bene- 
field was ordered by his employer 
to have the surgery performed. Said 
he: nothing doing. Can he be forced 
to submit to an operation—or to for- 
feit compensation benefits? 

First let’s look more closely at 
this proposed operation, said the 
court. Everyone agreed that it was 
a fairly simple procedure, not pro- 
ducing great pain. But on the ques- 
tion of assured results, there was 
medical conflict. Not only couldn’t 
the four experts agree on whether 
the operation would undoubtedly be 
completely successful, but they ar- 
gued about the surgical techniques. 

e No wonder the poor fellow is 
confused and hesitant to undergo 
surgery, said the court in its deci- 
sion. If medical men can’t agree 
among themselves as to the opera- 
tion’s outcome, how can they expect 
a layman to be anything but pre- 
judiced against it. Under these cir- 
cumstances you can’t say that 
Benefield was being arbitrary or 
unreasonable in refusing to submit, 
to the operation. And you can’t 
touch his rights to compensation. 


Benefield v. Zach Brooks Drilling 
Company et al: Second Circuit, 
Court of Appeals of Louisiana, June 
30, 1952. (59 S2nd 710.) 


Water In Boots 
Produced Disability 


SLOPPING AROUND IN rough terrain 
was nothing unusual for Moskell. 
While laying track from the en- 
trance of a coal mine for the Y & C 
Coal Co.—work he had done for five 
years—he worked in cold water. On 
the day in question, the water was 
deep enough to run over the tops of 
his rubber boots. He had to take 
them off and bail them out several 
times during the day. 

As a result of this exposure, said 
the doctors, the blood vessels of his 
legs were injured. They swelled 
suddenly, causing him a lot of pain, 
and aggravating a pre-existing arth- 
ritic and heart conditions. The re- 
sult: total permanent disability. In 
the opinion of the claimant’s medi- 
cal witnesses, the exposure was the 
cause—or at least the precipitating 
factor—of these disabilities. 


e The work conditions on that 
day were no different than those 
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Va 
Replace CARBON TETRACHLORIDE 
with “SAFE” SAFETY SOLVENTS 





HIGH FLASH POINT—LOW TOXICITY* 


FAST DRYING LIQUID SLOW DRYING LIQUID 
No residue on drying. To be used for cleaning 
electrical and mechanical equipment with com- 


Exceptionally safe for spray-cleaning of equip- 
ment parts, electric motor stators and rotors 
plete safety to components. and for tank-soaking of metal parts. May. be 
ORDER TRIAL 53 Gal. Drum at $1.44 per gal. recovered by filtration and reused. 


ORDER TRIAL 53 Gal. Drum at $1.10 per gal. 


*SUNDERWRITERS LABORATORY LISTED 


ABOUT TOXICITY 


The toxicity of Carbon Tetrachloride results from In considering the toxicity of a material, in the light 
one of two factors, or both: of the table given above, the quotient resulting from 
the maximum allowable concentration divided by 


A. Decomposition of Carbon Tetrachloride in the the vapor pressure, should be the guiding factor. In 


— of heat and iron, the by-product of other words, this safety quotient for Carbon Tetra- 
which is phosgene. chloride is 0.3, for the percentage of chlorinated 
B. Hydrolysis of Carbon Tetrachloride resulting solvent in FO-128 it is 5.6, and for the percentage 


of chlorinated solvent in FO-101, it is 57.8. There- 


in hydrochloric acids. : 
fore, the percentage of chlorinated solvent in FO-128 
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In the first instance the lungs are affected, and in the appears to be eighteen times as safe as Carbon Tetra- 
second, permanent damage occurs to the liver. chloride, and the percentage of chlorinated solvent 
In compounding FO-101 and FO-128, we have taken in FO-101 ninety-two times as safe as Carbon Tetra- 
into consideration not only the maximum allowable chloride. 

concentration of the various chlorinated solvents, In comparing our solvents with Carbon Tetrachlo- 
but their vapor pressure as well, since each must be ride, consideration should be given to the fact that 
considered in direct relationship to the other. our solvents are composed only in part of chlorinated 


materials. Hence, comparisons should be made on the 
basis of volume of whole product (ours) vs. 100% 
Carbon Tetrachloride. You will also note that the 
vapor pressure of Carbon Tetrachloride at room and 


The maximum allowable concentration and vapor 
pressure of the materials in “FO” products, as com- 
pared with the Carbon Tetrachloride, are as follows: 


_ 


M.A.C.* — V.P. at 25°C summer temperature is considerably higher than that 
Carbon Tetrachloride............ 35 PPM 115.0 of the chlorinated solvents percentage in FO-101 
Percentage of Chlorinated and FO-128, yet its PPM in allowable concentration 
Solvent in FO-128 ............ 100 PPM 18.0 is much lower. 
Percentage of Chlorinated ee eee ae 
Gaivent io PO-100 ...... 90 0008 1s Toxicity is minimized because of the lower initial 


concentration and lower vapor pressure that will not 
reach the M.A.C. as quickly as Carbon Tetrachloride, 


*American Conference of Government Industrial Hygienists, 
1951. 
hence our products are appreciably safer to use. This 


Toxicity is determined not only by the maximum safety is enhanced by our selection of auxiliary sol- 
allowable concentration, but the rate at which it is vents on the basis that the percentage of chlorinated 
reached; the latter is governed by the vapor pres- solvent remains fairly constant throughout the evap- 
sure, and therefore the safety quotient, as defined oration cycle, thus assuring uniformity in effective- 
below, should be considered as a guiding factor. ness and safety of handling. 

e 38 eve 2 ° 


WRITE DEPT. H. FOR 
AIDS" BULLETINS Nos. 4, 5 & 8 


AVIATION — INDUSTRIAL DIV. 


FINE ORGANICS Inc. 


211 East 19th Street, New York 3, -N. Y. 
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under which Moskell worked every 
other day, claimed his employer. 
Since there was nothing unusual 
about them, how can his disability 
be the result of a work-incurred in- 
jury? 

e Since the exposure which pro- 
duced the trouble was a result of 
his employment, said the court, the 
disability is a compensable one. As 
long as a job requires an employee 
to subject himself to hazards greater 
than those to which the general 
public is exposed, an injury stem- 
ming from that exposure is causally 
connected to the job. It’s the same 


kind of thing as when a man is sud- 
denly overcome by heat exhaustion, 
or when poisonous fumes are con- 
tacted at work. 

Moskell v. Industrial Commission 
of Ohio. (91 O.A. 112.) 


Does ‘“‘Injury’’ Mean 
The Same As “‘Disability”’? 


HERE IS A TUSSLE based on whether 
the words injury and disability are 
synonymous. It took the U. S. Su- 
preme Court to clear the matter up. 

The Longshoremen’s and Harbor 
Workers’ Compensation Act states, 
in part: “The right to compensation 
for disability . . . shall be barred 








New WELDING HELMET 


with Outstanding New Features 


Completely New Type of Helmet. The one-piece 
helmet shell is high-compression molded of lami- 
nated fabric, phenolic impregnated. This thermo- 
setting material, by being more resistant to high 
heat and much less moisture absorbent, will hold 
its shape and weight far better than the ordinary 
vulcanized fibre. Its tough surface withstands weld 
spatter. It has been tested at 3000 volts against 
electrical conductivity. It is strong, smooth, easy 
to clean, and far more attractive in appearance. 


New Lens Holder. The cover glass slides out from 
the front of the helmet, without disturbing the 
filter lens. There are no gaskets or other parts to 
come loose. Inner and outer metal lens frames are 
press-fitted and riveted to the shell. Both lens and 















One-piece molded plastic shell 
swings on adjustable friction pivots 





| 


To replace, cover glass slides out 
without disturbing the filter lens 


cover glass are held securely but flexibly by steel 
springs. The filter lens is replaced from the inside, 
also without the use of tools. 

Before shipment, all helmets are checked for 
light leakage against high powered light. 


Headgear is of smooth plastic, easy to wash and 
sterilize. It is quickly adjusted (and then held 
firmly) to any head size. Oval in shape, it follows the 
natural outline of the head. A cork-padded sweat- 
band, inexpensive to replace, is held by snap buttons. 
The shell is hinged from the sides of the headgear on_ 
manually adjustable friction pivots which allow 
easy raising and lowering, yet their concealed 
springs hold the helmet in any desired position. 





SAOKSON 
oe 


sold World-Wide... 
through Distributors 
and Dealers 
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WARREN*MICHIGAN 
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unless a claim .. . is filed within 
one year after the injury.” That 
seems simple enough. Well then, 
how does it affect four injured men 
who filed claims from 18 to 33 
months after they were injured? 

e Their reasoning ran like this: 
The law allows no recovery unless 
disability for at least seven days fol- 
lows the injury. It’s quite possible 
that no disability will develop for 
more than a year following the in- 
jury. If that happens, the injured 
man’s right to file his claim would 
be abrogated by the statute before 
the seven-day disability period had 
even established it. 

e That’s not what the law means 
at all, the court rules. The right to 
file a claim is one thing; the one-year 
limitation another. Besides, each of 
these four claimants was aware of 
his injury and had been treated for 
it. There is no question of latent 
disability involved here. 

In any case, the court’s judgement 
said, we can’t construe the meaning 
of the law beyond the intent of Con- 
gress. The fact that both words are 
used in the same sentence shows 
that the legislators differentiated 
between them: disability refers to 
the right of compensation; injury is 
related to the period within which 
the claim must be filed. Congress 
meant just what said: recovery is 
limited to one year from date of the 
injury. Injury does not mean dis- 
ability. 

Pillsbury v. United Engineering 
Company: U. S. Supreme Court, No. 
229, January 2, 1952. 


Employee Refuses To 
Undergo Back Operation 


IF AN EMPLOYEE won’t go along with 
medical recommendations that he 
be operated on, can the Commission 
suspend compensation payments? 
Not if it’s an admittedly major surg- 
ical procedure. This case gives a 
clear picture of the court’s ruling on 
this subject: 

After having been treated for 
several months, Fallas was told that 
he needed an operation to remove a 
herniated disc; that before the op- 
eration could be performed, a myle- 
ographic study (standard pre-surgi- 
cal procedure to confirm the location 
of the disc) would have to be made. 

e Fallas would have none of it. 
His reason? He was afraid of the 
whole business. Operation for a 
herniated disc is no small matter, 
said the court in its ruling. The 
claimant knew several people who 


Continued on page 76 
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YOUR SAFETY — 
IS LARGELY IN 
P) YOUR OWN HANDS 
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brings your message to the employees’ atten- 
iP tion quickly, forcefully, effectively, day and 

night. The message of yesterday is easily 
changed in a few seconds to a freshly inter- 
esting message for today. A “mechanical 
hand” permits the change of copy on high 


/ panels without the/ use, of ladders \ 
JT | basbsdaiea| 
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WAGNER SIGN SERVICE, INC.) . 
; 357 S. HOYNE AVE., CHICAGO 12, ILL. F' 


Please send free catalog on Wagner Changeable 
Copy Displays. 
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had undergone similar surgery: 
probably he had heard of other 
cases in which the operation was 
successful but the patient died. It is 
well settled, the court decided, that 
when an operation is a serious one 
and the patient—being aware of its 
nature—is genuinely afraid to un- 
dergo it, his refusal to submit will 


not prevent compensation. 

Sultan Schra Corporation et al v. 
Fallas: Supreme Court of Florida, 
June 13, 1952, (59 S2nd 535.) 


Colorado Defines 

*Injury”’ and ‘‘Accident”’ 
CAN AN ACCIDENT HAPPEN gradually 
over a period of several hours? One 
employer resisted a claim on the 





Urgent-Wherever Men Work! 
BRAY SAFETY FILMS 


Widely Acclaimed by Industrial and Medical Leaders Everywhere 


Produced in collaboration with 
the American Heart Association 


GUARD YOUR HEART 


Presents an unforgettable story 
and gives the latest and most 
authoritative information avail- 
able on the heart—shows how 
to live with the heart and how 
to work with it. Helps save per- 


sonnel..........----- Price $165.00 
Sent on approval before 
purchase. 


¥ 






13 min. 16mm b&w sound film 
Nothing more authoritative available. 

approval of the American Medical Association. 
Film employs a living model in action. Shows correct and incorrect 
ways of lifting—the results of carelessness—and how to prevent over- 
Includes the subject of hernia. 
cStaacipniacaniebiioaiessmsaiede Price $60.00 


Sent on approval before purchase 


THE BILLION DOLLAR MALADY—(The Common Cold) 


strain. 


wherever men work or play........---- 


16 min. 16mm. b&w sound film 


Sent on approval before purchase 


THESE 3 BRAY FILMS KEEP PAYING DIVIDENDS, YEAR AFTER YEAR. 
729 S$ th Ave., 
Write to BRAY STUDIOS, INC. New York 36, N.Y. 
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HOW TO AVOID MUSCLE STRAINS 





27 min. 16mm. b&w sound film 





Has the unqualified 


Considered indispensable 


Latest release on the common 
cold, recommended by the 
American Medical Association 
and other foremost medical and 
industrial leaders. No other 
film shows so graphically the 
enormous avoidable loss caused 
by carelessness—how to deal 
with it—and shows it in dollar- 
and-cent as well as human terms. 
Incalculably valuable to every 
organization........ Price $75.00 





grounds that it could not. 

The claimant, a cook, had 300 
steaks to tenderize. This she did— 
and it took nearly three hours to do 
the job—by pounding them with a 
hammer-like instrument. After 
about an hour of this flailing, her 
hand and arm began to ache. The 
pain continued, even after she fin- 
ished the work. 

e Claimed her employer: since this 
pain developed over several hours, 
it can’t be called an accidental in- 
jury. 

But the court, in its decision, de- 
fined these words—for compensa- 
tion purpose—this way: 

e To be an accident, it isn’t nec- 
essary that anything extraordinary 
nor instantaneous happen. Injury 
means both the hurt caused by an 
accident and the occurence itself. 
So the disability, found to be tend- 
onitis (caused by irritation of the 
supraspinatous tendon), was a com- 
pensable injury. 

Industrial Commission et al v. La 
Foret Camps et al: Supreme Court 
of Colorado, June 9, 1952, (245 P2nd 
459.) 


Injured While Sharpening 
Tools At Home 

IF A WORKER TAKES enough pride in 
his work to provide his own tools, 
then is injured while sharpening 
them, can the injury be com- 
pensable? 

Miller was a laborer, assigned to 
brush cutting and post-hole digging 
at the Greene County Airport. The 
County supplied him tools, but they 
didn’t come up to Miller’s standards. 
So he used his own axes, mattock 
and wire stretchers. Each evening 
he took some of them home to 
sharpen them on an emery wheel. 

One morning, while sharpening 
his mattock, he slipped on a loose- 
floor-board and fell against the 
wheel, injuring his left index finger. 
He went to work anyway; but in- 
fection set in, and the finger event- 
ually had to be amputated. 

e It’s not enough, said the court, 
for the work leading to an injury to 
be of benefit to the employer: it 
must actually be within the course 
of his work. And when the accident 
occurs off the employer’s premises, 
you have to show that the work was 
either: 1) done at the employer’s 
direction, or 2) specifically neces- 
sary to the job. Just because the 
employer knew about Miller’s prac- 
tice and permitted it doesn’t mean 
that he was told to do it. 

Miller v. Greene County: Superior 
Court of Pennsylvania, July 25, 
1952. (90 A2d 262.) 
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For prompt safety service 
CONSULT YOUR... 
AUTHORIZED WILLSON 
DISTRIBUTOR 


comfortable 
eye protection 


ALBUQUERQUE, N. MEX.— 
Hendrie & Bolthoff Co. 


ATLANTA, GA.—Fulton Supply Co. 
BALTIMORE, MD.—Carey Mach. & Sup. Co. 


BIRMINGHAM, ALA.— 
Safety Engrg. & Supply Co. 


BOSTON, MASS.— 
Cutter, Wood & Sanderson Co. 


BUFFALO, N. Y.—American Allsafe Co. 
BUTTE, MONT.—Montana Hardware Co. 
CASPER, WYO.—Casper Supply Co. 
CHARLESTON, S. C.—Cameron & Barkley Ce. 
CHARLESTON, W. VA.—Safety First Supply Co. 
CHATTANOOGA, TENN.—C. D. Genter Co. 
CHICAGO, ILL.—Protective Equipment, Inc. 
CINCINNATI, OHIO—The E. A. Kinsey Co. 
CLEVELAND, OHIO—Safety First Supply Co. 
COLUMBUS, OHIO—The E. A. Kinsey Co. 
DALLAS, TEXAS—Engineering Supply Co. 
DAYTON, OHIO—The E. A. Kinsey Co. 
DEADWOOD, S. DAK.—Hendrie & Bolthoff Co. 
DENVER, COLO.—Hendrie & Bolthoff Co. 
DETROIT, MICH.—The Chas. A. Strelinger Co. 
EL PASO, TEX.—E. D. Bullard Co. 

GRAND RAPIDS, MICH.—F. Raniville Co. 
GREENSBORO, N. C.—Smith-Courtney Co. 
GREENVILLE, S. C.—Carolina Supply Co. 


HARTFORD, CONN.— 
Industrial Safety Supply Co., Inc. 


HICKORY, N. C.—Smith-Courtney Co. 
HOUSTON, TEXAS— 

Allied Safety Equipment, Inc. 
INDIANAPOLIS, IND.—The E. A. Kinsey Co. 
JACKSONVILLE, FLA.—Cameron & Barkley Co. 
KALAMAZOO, MICH.—Safety Service Inc. 
KANSAS CITY, KANS.—L. K. Stone Supply Ce. 
LOS ANGELES, CALIF.—E. D. Bullard Co. 
LOUISVILLE, KY.— 

Neill-LaVielle Supply Co., Inc. 

Orr Safety Equipment Co. 

MEMPHIS, TENN.—J. E. Dilworth Co. 

MIAMI, FLA.—Cameron & Barkley Co. 
MILWAUKEE, WIS.—Protective Equipment, Inc, 
MUSKEGON, MICH.—Factory Supply Co. 
NEWBURGH, N. Y.—W. L. Smith Co. 


NEW ORLEANS, LA.— 

Woodward, Wight & Co., Ltd. 
NEW YORK, N. Y.—W. S. Wilson Corp. 
OKLAHOMA CITY, OKLA.— 

Hart Industrial Supply Co. 


OMAHA, NEBR.— 
Interstate Machinery & Supply Co. 


ORLANDO, FLA.—Cameron & Barkley Co. 
PHILADELPHIA, PA.—Industrial Products Co. 
PITTSBURGH, PA.—Safety First Supply Co. 
PORTLAND, ORE.—]J. E. Haseltine & Co. 
PROVIDENCE, R. I.—James E. Tierney 
RICHMOND, VA.—Smith-Courtney Co. 
ST. LOUIS, MO.—Sligo, Incorporated 
ST. PAUL, MINN.—Farwell, Ozmun, Kirk & Co. 
SALT LAKE CITY, UTAH— 

Industrial Supply Co., Inc. 
SAN FRANCISCO, CALIF.—E. D. Bullard Co. 
SANTA FE, N. MEX.—Hendrie & Bolthoff Co. 
SAVANNAH, GA.—Cameron & Barkley Co. 
SCRANTON, PA.—L. B. Potter Co. 





Willson goggles offer you greatest value because 
they are carefully designed for comfort and ap- 
pearance as well as for the eye protection you 
need.Choose from a wide range of Cup and Cov- 
er-All®™ types like those illustrated. All are fitted 
with Super-Tough® heat-treated glass lenses— 
all fully pre-tested. You’re sure when you ask 
for Willson goggles—safer when you wear them. 


COVER-ALL® 
CUP GOGGLE No. CC60 


Heavy duty goggles 
allowing plenty of room 
for prescription glasses 
to be worn safely and 
comfortably. 


RUBBER MASK 
GOGGLE No. X41 


Ideal for chemical work- 
ers. Rolled inner edge 
makes them fit snugly 
with utmost ease. 


STYLE 
DL31 


Deep perforated metal 
cups provide direct ven- 
tilation yet exclude dust. 
Ideal for use in hot, dusty 
atmospheres. 





See your WILLSON distributor or write for bulletin 


WILLSON PRODUCTS, Inc., 209 Washington St., Reading, Pennsylvania 


OCTOBER, 1952 


SEATTLE, WASH.—J. E. Haseltine & Co. 
SPOKANE, WASH.—]. E. Haseltine & Co. 
SPRINGFIELD, MASS.—Charles C. Lewis Co. 
SYRACUSE, N. Y.—Syracuse Supply Co. 
TACOMA, WASH.—J. E. Haseltine & Co. 
TAMPA, FLA.—Cameron & Barkley Co. 
TOLEDO, OHIO—Safety First Supply Co. 
TROY, N. Y.—The Troy Belting & Supply Co. 
TULSA, OKLA.—Krisman Industrial Supply Ce. 
VICKSBURG, MISS.—J. E. Dilworth Co. 


CANADA 

Safety Supply Company—Toronto, Montreal, 
Windsor, Kirkland Lake, Winnipeg, 
Edmonton, Vancouver, Halifax 
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DO-ALL 


CORDED RUBBER FLOOR 

MATTING 

Prevents slipping, falls and other costly 

accidents. 

Hugs the floor. Beveled edges. Comes in 

rolls 205” long, 35” wide. 

Four mottled colors: Venetian Red, Erin 

Green, Delft Blue and Mosaic. 

Nothing industry buys saves money and 


serves in as many ways as floor matting. 
Send coupon today for literature and prices. 


AMERICAN MAT 
CORPORATION 


1751 Adams Street Toledo 2, Ohio 


Please send literature and prices on Do-ALL 
Matting. 


Name 
Firm 

Street 
City 
Name of Supplier 


& State 


Seen eeeeewee essere eeeend 





American Mat Corp Ltd. 
Canada Trust Building 
Winisor, Ontario 
Circie No. 47 on reader service card. 
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Gimmick of 
the Month 
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WASHING LIGHTS is simplified at Packard Electric with this home-made scaffold. 


Movable Scaffold 


To GET THE MOST out of your lighting fixtures you have to keep them clean. 
Otherwise, your lighting money is going down the drain. Far and away 
the most expensive part of the job—or any housekeeping work, for that 
matter—is labor. Maintenance man Andrew Freeman at Packard Electric 
Division (GMC), Warren, Ohio, contributed this award-winning idea for 
conserving on set-up and moving time between jobs. Thriftiest feature: it 
cuts down on climbing up to work height. Freeman’s movable scaffold was 
made like this: 

e A safety jack (height: 344 to 6 feet) was bolstered by adding braces 
to the two front legs. Then a 15”-square plate was fastened to the bottom of 
the center post so that it could be raised and lowered; 1%” casters were set 
at each corner of the plate. Two more braces were added to the top of the 
jack: they support the working platform. The platform is 24” in diameter, 
cut from 34” plywood. %” pipe was used to build a safety rail 30” above 
the platform floor. A chain can be snapped across the opening once the 
operator is on the platform. The ladder is %” pipe too, fastened to both 
platform and frame. Finishing touches are a hook for wash bucket and 
a container for replacement fluorescent tubes. Cost: $19.80 for the jack; $20 
for materials and labor to build the scaffold. 


Your favorite gimmick. Send photo of 
it and description to the editor, OH. 


WANTED: 
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FEDERAL ENTERPRISES, Inc. ....... ....... 
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This air raid warden accomplished his mission . . . Federal 
signals alerted the people in the plants and offices . . . he 
directed them to shelters . . . result: precious manpower 
and skills saved. 


No one knows when a practice might become the real 
thing. What is important is to have a complete warning 
system, trained CD workers and workers trained to know 
how to save themselves. It takes time . . . time you may 
not have should disaster strike quickly. 


Be sure . . . call your Federal representative now. 
Federal plans both external and internal warning systems, 
for our vast experience in equipping over 200 cities with 
superior warning systems proves that industrial plants, 
and office buildings need supplementary signals to carry 
the warning inside too! Federal engineers will show you 
how to build a system that is efficient and economical . . . 
assuring you that warning is not lost in industrial noises and 
shut-in offices. 


Federal, world’s largest manufacturer of warning sig- 
nals, offers the most complete line to fit every need. Fed- 
eral makes the best signals for every need. Be sure 
in the face of potential danger . . . call Federal now. 





moe * 





8735 South State Street 
Chicago 19, Illinois 








FOR 
_ COMPLETE 
PROTECTION 
_ AGAINST... 





Styles illustrated 
527 Jacket 
528 Pants 
557 Hat 


Protective Clothing 


by yt 


Wears like iron — takes endless rubbing, 
scraping, snagging, and still gives full 
protection. 

100% Waterproof — made with top 
quality base fabric saturation-coated first 
and then coated with 6 coats of Neoprene 
Latex.* 

Positively will not 
peel. Its longer 
greater economy. 
Also: Three-quarter and long coats, aprons, 
coveralls and many other styles. All cloth- 
ing made in black or yellow. 

*Sawyer fabrics are coated by 
The Brunsene Company, a division of 


blister, crack or 
lasting quality means 


THE H.M.SAWYER 
= & SON CO. 


BRAND 


CAMBRIDGE 
MASSACHUSETTS 
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New Safety and 


Health Aids 





DUST COLLECTING UNIT — Brought iy — 


out by the Vulcan Tool Co., a com- 
pact unit fits right onto your grind- 
ing machine: the dust cup attaches 
to the grinding wheel guard, the col- 
lector unit to the side of the machine. 
Hook the unit into your present air 
supply, turn a simple needle valve, 
and your grinding dust vanishes. 
Vulcan says the units can be in- 
stalled in less than five minutes. 


Circle No. 151 on reader service card. 









<4 FLOOR MARKER—Now you can mark 


off safety ‘zones, trucking lanes, 
aisles, and storage areas on plant 
floors without so much as bending 
over. Minnesota Mining & Mfg. Co. 
has produced a light-weight appli- 
cator that applies “Scotch” brand 
plastic film tape to floor areas in 
continuous strips. Feeds it from a 
roll-holding reel attached to a 
waist-high handle. 


Circle No. 152 on reader service card. 





FOLDING TABLE—Whenever 


there 
aren’t enough chairs and tables to 
go around, wheel up a Rold-Fold 
table and you’ve got both. Made 
by Seating, Inc., the rolling table 
folds in the middle to make a neat 
little package for storage purposes. 


Chassis construction is all-welded 
structural steel, mounted on four- 


inch rubber casters. Table top is 
5g-inch exterior fir plywood with 
plastic laminated bonded surface. 
Benches are laminated fir in natural 
finish and are readily detachable 
when chair seating only is needed. 
The table seats 16, has surface area 
of 52 square feet, 27 inches from the 
floor. Length: 12 feet. Width 4’4”. 


Circle No. 153 on reader service card. 
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All cleansers distinguished by the PAX 
ROOSTER trademark are recognized as 


! L i{ | leaders in their price range and are famous 




















in their own right. This position was neither 
inherited nor purchased. It was earned 
through more than a quarter-century of 
unwavering quality. The PAX ROOSTER is 
a symbol of the faith, courage, foresight and 
hardwork that have made PAX cleansers the 
standard of the industry. 





—_ 
— 
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PAX-LANO-SAV* HEAVY DUTY= the aristo- 


crat of industrial skin 
The PAX line of industrial cleansers is 
complete. Granulated, waterless and a 
hecto ink cleansing cream for the skin. 
Hand and machine dishwashing and all 
types of degreasers. Order all your : 7 
requirements from this one dependable Cosmetics of the American 
source. Write for catalog or name of your Medical Association. 

nearest PAX Distributor. 0 i 


G. H. PACKWOOD MANUFACTURING) CO. 


iT 
1545 TOWER GROVE AVENUE @ ST. LOUIS /|10, missourt 


cleansers, carries the 
Official Seal of Acceptance 
of the Committee on 

















| | TRADE NAME OF G. H. PACKWOOD MFG. CO., ST. LOUIS, HO. 
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YOUR FIRST LINE 
OF DEFENSE tg 
’ iN 7 
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Magnetic Grip-Shields 
Stop Accidents at the Source 


M@ Machinery accidents may strike 
whenever your guard is down. So 
don’t you trust to memory. Don’t 
take chances on workers forgetting 
to wear their protection; put a 
Magnetic Grip-Shield on all chip- 
throwing machines. Just GRIP-IT 
to the steel surface of lathes. 
millers, grinders, drill presses, etc., 
and forget it. Permanent Alnico 
magnetic base of this handy guard 
holds the transparent plastic shield 
firmly to block injury without ob- 
structing vision. These practical 
Dilley guards are used daily in the 
profit-making plants of the Nation. 
Want to know why? Ask for illus- 
trated bulletin giving complete de- 
tails and prices. 


DILLEY mrs. co. 


1660 ANSEL RD., CLEVELAND 6, OHIO 
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They Demand A 
Complete Sanitary 
Protection Service 


Whether you employ 50 women or 
5,000, your restrooms should provide 
complete sanitary protection service. 
Our modern sanitary napkin dispensers 
are available in a variety of capacities, 
sizes and prices. Write us today for our 
1952 catalog. 

Over 30 Years of Specializing in 
Sanitary Protection Through Dispensers 





THE HOSPITAL SPECIALTY 
COMPANY 


66TH STREET 
OHIO 


1967 €&. 
CLEVELAND 3, 
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NEW SAFETY AND HEALTH AIDS 
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WEED KILLER—Housekeeping should 
be maintained outside your plant, 
too. If a fire breaks out in nearby 
dry weeds and grasses, it can easily 
reach out and grab your buildings. 
You can keep your grounds clear of 
undesirable growths by using Du 
Pont’s new CMU weed killer. Best 


Continued 


trick is to apply it in early spring 
before growth of grasses and weeds 
gets under way. By midsummer 
you'll have clean ground for as far 
as you’ve applied the killer. CMU 
is also good for making fire lanes 
between weeded areas and wooden 
fencing. 


Circle No. 154 on reader service card for more information. 





DRUM-HEAD CUTTER—A king-sized > 


can opener is the new Model 600 
head cutter made by the Michael A. 
Schinker Mfg. Co. Designed especi- 
ally to cut out the tops or heads of 
Carbide, caustic, cyanide, soda, tar, 
resin and other “one-time-shipper” 
drums and cans of 24 to 30 gauge 
steel, the new cutter leaves the 
container with a _ safe, turned-in 
flange, permitting its use for many 


purposes. 
Circle No. 156 on reader service card. 


=q FIRE EXTINGUISHER — Panic-proof 


protection is provided with the new 
Randolph “12” carbon dioxide fire 
extinguisher. With no valves to turn 
or regulate, the unit is ready to go 
into action with a press of its 
thumb-trigger release. Designed for 
operation by the average employee, 
the “12” is just two feet high, less 
than a foot wide. Recent tests 
showed it squelching a two-gallon, 


16-foot gasoline fire in 8 seconds. 
Circle No. 155 on reader service card. 
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PLANT SAFETY 
with Continental’s 

SAFETY SLOGAN 
HOT DRINK CUPS 


a“ 

















Continental’s “safety slogan” hot drink cups can be a small 
but highly effective part of your safety program. These 
inexpensive cups can’t replace training classes and 
machinery guards, but they can supplement them in an 
important way. The messages delivered by “Oscar the 
Life Guard” are brief, right to the point, good natured 
and not preachy. Placed in the worker's hands at meal or 
snack time, they put over a safety story when he is 


relaxed, refreshed and receptive. Your local paper jobber 





will be glad to give you full details. 








, 

Fg OSCAR 
LIFE—jrt MAY 
YOUR OWN! 








Quick data: 


Safety slogan cups are available in 6-, 8-, 12- 

and 16-0z. sizes. Made of virgin pulp, with 
double-wrapped sidewalls that won't leak . . . keep 
hot liquids really hot. Series of three cups (two 
messages to each cup) packed in rotation for variety. 


E 


CAN COMPANY 


Paper Container Division 
349 Oraton St., Newark 4, N. J. 


BOSTON e PHILADELPHIA e CLEVELAND e CHICAGO e NEW YORK 
KANSAS CITY @ ATLANTA @ LOS ANGELES e SAN FRANCISCO in appealing 
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RAY-FOM 


The Amazing Laminated 
Foil-Cloth that 


Protects Men and Equipment from High Radiant Heat 


discomfort out of hot work. 


FROMMELT INDUSTRIES 


Dubuque 


Working comfort inches away from 2000° F. 


@ By actual test, comfortable working temperatures were 
maintained close to oven temperatures of more than 2000° 
F. by putting Ray-Foil between men and radiant heat sources. 
Use it on A-frames as a curtain (illustrated), as a shield or 
drape: this laminated aluminum foil takes the dangef and 





RADIANT HEAT 


@ SPA-FLA Portable Spark- 
Flash Safety Welding Shield. 
The perfect shield for main- 


tenance welders, portable 
light weight, formed to stand 
around any job, and inex- 
pensive. 
See us at Booth #428 at the 
**National Safety Show,'' 
October 20th to 24th, 


lowa Chicago, IIlinois. 
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LISTEN CURLEY... THAT’S ONE EXTINGUISHER YA’ DON’T HAVE 
TO WORRY ABOUT GETTING WET! 


That’s right! Ansul Dry Chemical Fire Ex- 
tinguishers are Water-tight. Thousands of An- 
sul Extinguishers stand guard over difficult fire 
hazards in locations where the extinguisher 
cannot be protected from the weather. 

For installations where extinguishers cannot 


be pampered with expensive shelters, water- 
tight construction is essential for dependable fire 
protection. That’s one reason you see so many 
more Ansul Dry Chemical Fire Extinguishers in 
outdoor locations protecting all sorts of tough 
hazards associated with the petroleum industry. 


SEE PAGE 96 


Circle No. 55 on reader service card for more information. 
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NEW SAFETY AND HEALTH AIDS 








WORK GLOVES—Bare-finger flexi- 
bility is what you'll get in Jomac 
heat-resistant gloves, says C. Walk- 
er Jones Co., maker. According to 
his tests, these sturdy fabric gloves 
have given up to 700 per cent more 
wear than ordinary work gloves. 
The reason? Thousands of twisted 
loops in each Jomac glove resist 
wear, cushion against sharp and 
rough edges, protect against heat 
and cold. No. 666 (illustrated) is 
ideal for handling sheet steel. And 
they’re washable. 


Circle No. 158 on reader service card. 
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Continued 


VALVE SHIELD—Sometimes' valve 
packings fail. This isn’t so bad when 
your pipes are carrying harmless 
liquids. But when the liquid is 
acid, it’s a different story. Safe- 
guarding against this possibility is 
a new flexible valve shield devel- 
oped by Dupont engineers, market- 
ed by the Industrial Products Co. 
Made of acid-resistant neoprene 
rubber, the shield slips down over a 
valve stem, covering the packing 
gland. All you have to do is remove 
your valve wheel, cut a hole in the 
top of the shield, and slip it onto the 
stem (see cut). Then put the valve 
wheel back on the stem. 


Circle No. 157 on reader service card. 


EYE-WASH FOUNTAIN—If you ever 
get a face full of acid, dust, or other 
harmful substances, immediate, 
thorough wetting may mean the dif- 


ference between blindness’ and 
sight; and it may prevent disfigur- 
ation. To meet this emergency, Lo- 
gan Emergency Showers, Inc., has 
come out with a brand new type of 
fountain that instantly wets eyes, 
nose and mouth without danger of 
recontamination. Designed to spray 
a large volume of water at neutral 
pressure, the new fountain com- 
pletely eliminates the danger of 
back siphonage or cross-connection. 
It’s available for wall or pedestal 
mounting, 
Circle No. 159 on reader service card. 
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\ WYANDOTTE 


\. CHEMICALS 


Specialists in Industrial Cleaning Products 


Zorball—another helpful Wyandotte Chemicals product at work 


Only ZORBALL (of all absorbents) 


brings you these extra benefits 


MAGINE the lasting safety, re- 
duced cost and improved 
“housekeeping” that will come 
your way with these three out- 
standing features of all-purpose 
Wyandotte ZorBaLu: 

First, ZorBALL (a different ab- 
sorbent made only by Wyandotte) 
does not cake or break down to 
dust. Nor can it be tracked all 
over your plant. 

Lasts longer, cuts costs 
Second, ZorBALL continues to be 
skidproof even after absorbing 
saturation quantities of oil, paints, 
fats, chemicals or water. This con- 
tinued effectiveness means longer- 
lasting protection against slipping 
and skidding accidents. 





Third, ZorBaLtt can be swept 
up easily, in just half the time it 
takes to sweep or scrape away 
absorbing materials that become 
soft, sticky, greasy. And, after 
drying out, it can often be used 
over again! 

Ask your Wyandotte repre- 
sentative to show you how 
Zorball keeps floors safe longer 
. .. and reduces absorbent costs. 
He will also give you information 
about other Wyandotte products 
designed for better cleaning and 
maintenance. Wyandotte Chemi- 
cals Corporation, 
Wyandotte, Michi- 
gan; also Los Angeles 
54, California. 


CLEANING 


THE — 
WORLD 





Largest manufacturers of specialized cleaning products for business and industry 


$e) Wyandotte CHEMICALS 


Helpful service representatives in 138 cities in the United States and Canada 


Circle No. 56 on reader service card for more information. 
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JAX CUP 






a 


Report IT! 


é 


Your employees will enjoy the crisp, clean 
AJAX paper cups. They will appreciate your 
efforts to provide condievtalide drinking 
facilities and combat the hazards of trans- 
mitted infections. 








messages at the same time. 








Write today for the full story on this Complete Safety Drinking Service Plan 
— see handy coupon. Bring your workers better health and sell your safety 





F 5 Tell me more about your Safety Message | 

A VA X ( Pp | Plan. Send me without obligation the | 

| whole story with samples of imprinted | 

a AJAX Cups. | 
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Circle No. 57 on reader service card for more information. 
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NEW SAFETY AND HEALTH AIDS 





tr KAELE) | 
AGLE SareTY ©A*Y 





SAFETY VALVE—Ever try shutting 
off a gas valve when there’s a fire 
crackling nearby? Kelly Safety De- 
vice Co. has designed an automatic 
gas cut-off valve for use with na- 
tural and manufactured gas, intend- 
ed primarily to be placed on the 
supply line right in front of the 
meter. If a fire breaks out, a fusible 
plastic link distorts at about 165 de- 
grees F., forcing a tension spring to 
close the valve. The link is made 
from Goodrich Chemical Company’s 
Geon 404 plastic. 


Circle No. 161 on reader service card. 





SAFETY HAT—Cooler heads will be 
kept by workers wearing the new 
Hard Boiled Cap, distributed by 
Safety First Supply Co. Featuring 
a lower crown than any other safety 
hat or cap, the air space between the 
hammock and crown of the new cap 
is %4” in excess of the 144” required 
by safety codes. Made in one size 
to fit all heads, the headband is 
quickly adjustable to sizes from 65% 
to 75%. Cap’s brim is shaped to form 
a raintrough, doubles as a groove 
for lamp wires. Stood up under 
roughest impact tests. 


Circle No. 162 on reader service card. 


OCCUPATIONAL HAZARDS 








Continued 


a FLAMMABLES CAN — Storing and 


transporting gasoline and _ other 
flammable liquids in just any kind 
of container is like asking for trou- 
ble. Keep your flammable liquids in 
safety cans, and you squelch a major 
fire source. Eagle Mfg. Co. has 
brought out a new Safety Can 
which meets the requirements of all 
states and municipalities having 
safety laws for the handling of flam- 
mables. The UL approved can has 
self-closing cover, comes in 1, 2% 
and 5 gallon capacities. 


Circle No. 160 on reader service card. 





ANTIBIOTIC PAD—Tyroderm Cream, 
a form of of the antibiotic Tyroth- 
ricin, has been incorporated into a 
new gauze pad, packaged and dis- 
tributed exclusively by the A, E. 
Halperin Co. Non-greasy, non- 
sticky Tyroderm is superior to sul- 
fonamide ointments, says Halperin, 
because it prevents the pad from 
adhering to inflicted areas, allows 
wounds to drain properly. Sharp 
and Dohme Co. makes the new 
germ-stopping cream, licenses Hal- 
perin to use it. 





Circle No. 163 on reader service card. 
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6 major improvements 
in Edmont gloves 


fo fif your job requirements 


New flexible NEOX (reinforced neoprene) coating gives firm, easy grip 


Never before a chemical and wear- 
resistant coated glove with such flex- 
ibility and grip. Far superior to 
ordinary neoprene. Most widely ap- 
plicable of all coated work gloves. 


Redmont heavy-duty NEOX gloves have improved safety-grip finish 


Finish cured into 30% thicker NEOX 
coating. Won’t chip or peel. Safest 
glove made. Seamless wearing sur- 
face, extra-wide thumb span, curved 


fingers. 


New Grappler plastic gloves far outwear leather, other plastics 


Coated with DUROX, 50% longer 
wearing, non-slip plastic, and made 
in new wing thumb, pre-flexed finger 
pattern that perfectly fits the hand. 


Second only to Grapplers for long 
wear and made in same pattern. Fits 
the hand all over; no bagginess; com- 
fortable grip. 


Liquid-proof all-white plastic coating 
in new hand-fitting pattern with wing 
thumb and pre-flexed fingers. 


Long-wearing, sure-gripping rough 
——— - finished natural rubber, bonded to 


~e = new and sturdier white fabric. 








Test these gloves at our expense: Send brief description (on business 
letterhead) of your operations, materials handled and temperature con- 
dition. Without cost, we will forward samples of the type gloves we 
recommend for testing on-the-job. Address 


Edmont Manufacturing Company., 1244 Walnut Street, Coshocton, Ohio 
World's largest maker of coated industrial gloves LS 


Edmont job-fitted — 


Circle No. 58 on reader service card for more information. 
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MAN! That’s The 
> Fastest Drying 
Hand Dryer I've 
Ever Seen! 


Saves Towel 
6 Maintenance 
Expense, 100! 





NEW Saac-Dré Brings 
You Basic Improvements 
Never Before Possible! 


Amazingly fast drying time — plus the 
advantage of cleaner, more sanitary 
washrooms — make the New Sani-Dri 
popular wherever it is installed. 

Now you can be sure of providing 
fast, efficient hand drying service... 
and save continuing towel expense. Saves 
washroom maintenance costs too! No 
empty towel cabinets to fill. No unsani- 
tary waste containers to empty or be- 
come a fire hazard. 

The new Sani-Dri is available in two 
models — No. 8-SWA Hand dryer for 
washrooms; and No. 8-SWH Hair Dryer 
for Shower rooms, pools, etc. Both 
models are easily mounted to the wall 
and carry the Underwriter’s Seal of 
Approval. Investigate this new faster- 
drying Sani-Dri today! 

ONLY SANI-DRI ELECTRIC DRYERS 
GIVE YOU ALL THESE FEATURES 
@ New, improved heating element. 


@ Larger motor and blower than any 
other dryer. 


@ Instant Starting — Automatic Shut-off. 
@ New Circuit-Breaker Prevents Damage. 


@ Cast Contruction . . . Built to 
Give Years of Service. 






Write for New Literature! 
Send for new illustrated 





brochure and specifica- 
3 tion sheets. 











Manufacturers of Stools, Table 
Bases and Costumers for Restaurants and 
Soda Fountains. 


Distributors in Principal Cities 
THE CHICAGO HARDWARE FOUNDRY CO. 
“Dependable Since 1897” 


4292 COMMONWEALTH AVE., 
NORTH CHICAGO, ILLINOIS 


Circle No. 59 on reader service card. 





NEW SAFETY AND HEALTH AIDS 





SAFETY LADDER — A ladder on 
wheels can come in mighty handy 
when you’re working in_ stock 
rooms, blueprint rooms, and other 
locations where shelves are out of 
reach. Dayton Safety Ladder Com- 
pany’s Roll Along ladder provides 
your answer. Three-inch ball bear- 


Continued 





ing, rubber-tired swivel casters are 
fitted to the ladder’s back stand- 
ards. When the ladder is occupied, 
the weight of the workman per- 
manently holds its stationary. The 
Roll Along has a wide top shell and 
an auxiliary platform which gives 
9%” additional height when needed. 


Circle No. 164 on reader service card for more information. 


[X-STORY OF SUSPENSE AND 






5 covowcartoow: 


SIGN LETTER CHANGER — You can 


leave your ladders in the shed when 
you’ve got a letter-changing job to 
do on large safety signs. Just take 
along a “mechanical hand”, distrib- 
uted by Wagner Sign Service, and 
you can change letters (see cut) 
while standing on the ground. 
Circle No. 165 on reader service card. 





SLIP-PROOF GRATING—It is virtually 
impossible to slip while walking on 
the new Bustin Firm-Grip stock 
grating which features’ serrated 
edges. Recent lab tests proved that 
Bustin grating was slip-proof even 
after being submerged in chassis 


grease and tilted to a 15° angle. 
Circle No. 166 on reader service card. 
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HAVE YOU HEARD .. 





Continued 


with 2,500 and more employees cut 
mishaps by better than 50%; plants 
in the 1-250 employee range reduced 
them 39%. Occupational diseases 
dropped in one out of five compan- 
ies. Reduction. rates averaged 43%. 

e Compensation insurance prem- 
ium were shaved, as a result of these 
improvements, in 31.6% of the com- 
panies surveyed. Here again, it was 
the larger companies which made 
the biggest gains: more than 50% of 
the plants in the 2500-5000 employ- 
ment group saved insurance prem- 
ium dollars. 


... What Higher 
Labor Turnover Costs? 


IF LABOR TURNOVER at St. Joseph 
Lead Co. were as high today as it 
was in 1918, the company would be 
out of business. This from its presi- 
dent, Andrew Fletcher. Fletcher, 
also board chairman of the Indus- 
trial Hygiene Foundation, gives a 
picture of turnover costs, shows how 
industrial hygiene activities pay off 
in reducing them. 

e It took 250 hires to keep 100 
men on the job in 1918, says Flet- 
cher: 250 percent labor turnover per 
year. At that rate, the company 
would have to employ 12,500 new 
men each year to maintain its pres- 
ent work force of 5,000. Assuming 
that it takes 20 days to break in a 
new man—and that, according to 
Fletcher, is a minimum—you would 
still only have about 50 percent of 
normal productive capacity from 
him during the break-in period. So 
it costs St. Joseph Lead $120 (50% 
x 20 days x $12 average wage) to re- 
place one man. At World War I 
turnover rates, the direct cost of 
maintaining a 5,000 work force 
would be $1,500,000. And this would 
be a minimum, Fletcher claims: it 
wouldn’t include charges for addi- 
tional supervision, increased acci- 
dents, spoilage, etc. 

All of which justifies—and then 
‘some—the program that has cut 
turnover rates from 250 percent to 
eight percent at St. Joseph Lead. At 
the beginning, most hygiene and 
safety tips were picked up by asking 
quitting men why they were leav- 
ing. From this start the company’s 
broad safety program developed. 

e If you still need proof that 
these activities are money-makers, 
consider what absenteeism costs — 
direct cost only: If each employee 


Continued on page 117 


OCTOBER, 1952 







FOR 
ONE MAN 
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and fast / 


W&K 
CONTINUOUS FLOW 

Es HOSE REELS 

4 









oi Water is available instantly. Water pressure is available at the nozzle 
even when hose is coiled on the reel. There’s no delay caused by running 
out the hose first, then turning on the valve. 


lafevmneten 2. A continuous flow of water is maintained while unreeling. A swivel 
write Wirt & joint permits uninterrupted flow of water. There’s no delay running 
Knox Mfg Co., back to turn on valves. 


2308 West 3. Kinks and tangles are eliminated. You unreel only enough hose to go 


For complete 





York St., directly to the fire. There’s no delay to straighten hose. 
Philadelphia Wirt & Knox Continuous Flow Hose Reels provide the means for 
32, Pa. - instant action that keeps fire damage down. Reels are available in a 
| complete range of sizes and can be easily installed on walls, columns, 
ceilings or floors. 
® 4 i 
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Circle No. 60 on reader service card for more information. 











MOBILE UNIT DISTRIBUTION 


Of Safety Shoes To Your Employees 


HY-TEST SAFETY SHOES have what it takes to: 


INSURE Workers’ Feet in SURE Protection 
e For Safety—Anchor Flange Steel Box Toe. 
e For Rugged Wear—Solid Leather Construction. 
e For Comfort—All Sizes and Widths. 


FREE shoe-selling aids. Everything from posters to movie films. 
Administrative help too, if you like. For details write or call 


PENNSYLVANIA SAFETY SHOE CO. 


806-810 STATE THEATRE BLDG. PITTSBURGH 22, PA. 
Or stop in at Booth 95, Conrad Hilton Hotel, at the Safety Congress. 


Circle No. 61 on reader service’ card for more information. 
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e J. Laurence Heisler has been 
named director of safety and plant 
protection for DeLaval Steam Tur- 
bine Co., Trenton, N. J., succeeding 
Arthur Chambers. 


e Harold H. Gorman has been 
named president of the Greater 
Cleveland Safety Council, succeed- 
ing Judge Lee E. Skeel, who held 
the post for 25 years. Gorman, a 
pioneer in Ohio traffic campaigns, 


was vice president for traffic and 
legislation of the Cleveland Safety 
Council from 1928 to 1946, when he 
became first vice president. 


e Dr, Robert M. Sherman has 
been named industrial medical dir- 
ector at the Norwood, Ohio, works 
of the Allis-Chalmers Mfg. Co. Dr. 
Sherman was a staff member of the 
surgical department at the Caylor- 








Stop Athlete’s Foot! 





SKIN TOUGHENING! 







Used by Over 70% of the 
Largest Industries in the United States 
No splash ¢ No mess ¢ No waste ¢ Odorless 

Easy to maintain ¢ Nothing to get out of order 
Men like Onox « It relieves tired, aching feet 





ONOX 
SPONGE RUBBER 
FOOTMAT 


Modern research has upset the old theories about Athlete’s 
Foot control. Skin specialists now say that the best chance 


Nickel Clinic, Bluffton, Ind., before 
coming to Allis-Chalmers. 


e Robert M. Kennedy has been 
named director of employment, 
safety and welfare for the Mackin- 
tosh-Hemphill Co., Pittsburgh, Pa. 
In his new capacity, Kennedy suc- 
ceeds Irvin A. Brinkman who has 
retired after 34 years of service. 








R. M. KENNEDY 
+ Mackintosh- 
Hemphill Co. 


e Archie M. Naysmith has been 
appointed general superintendent 
and plant engineer at the Macwhyte 
Co., Kenosha, Wis. R. B. Whyte, Jr. 
has been named Naysmith’s assis- 
tant, 


e F. H. Ebbert has been promoted 
to vice president and general sales 
manager for the Gustin-Bacon Mfg. 
Co., Kansas City, Mo. Ebbert has 
been vice president and sales man- 
ager of the company’s automotive 
division since 1946. 


e G. Robert Millar is new safety 
director at the Armstrong Rubber 
Co., West Haven, Conn., replacing 
James C. Haberlin. 


e Lynn Nesbit, R. N., has left her 
position at Arden Farms Co., Los 
Angeles, Calif., for another nursing 
position at the Steptoe Valley Mine 
Hospital, Ely, Nevada. 


e Leonard B. Goldman, formerly 
plant engineer at Etched Products 
Corp., Long Island City, N. Y., has 
become assistant plant superintend- 
ent at Hess, Inc., Perth Amboy, N. J. 


e Richard C. Smyth has recently 
been appointed Director of Em- 
ployee Relations at the Arma Corp., 
Brooklyn and Mineola, N, Y. Mr. 
Smyth formerly worked in indus- 
trial relations at Ebasco Services, 
Inc., Schick, Inc., and Bendix Avia- 
tion Corp. 


wd th thn’ Th 


of preventing Athlete’s Foot is to improve the condition of 
the skin. That’s what Onox does. Onox mineral salts 
toughen the skin and make it resistant to fungus growth. 
No fungus growth—no Athlete’s Foot. 





R. C. SMYTH 
Arma Corp. 


60 DAY TRIAL OFFER 


We will ship prepaid your trial 
order for any amount of Onox 
and footmats. You pay nothing 
unless fully satisfied after 60 
days’ use. 


ONOX, INC. 


DEPT. B, 121 SECOND STREET 


SAN FRANCISCO 5, CALIFORNIA 





WAREHOUSES: BROOKLYN, CLEVELAND, 


NEW ORLEANS, LOS ANGELES e Grace Stakeman, R. N. has left 


her position at the Quaker Maid Co., 














Circle No. 62 on reader service card for more information. 
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Inc., Terre Haute, Ind. Dillon Cagle, 
personnel director, has taken over 
safety responsibilities. 

e M. C. Larsen has assumed safe- 
ty duties at the American Crystal 
Sugar Co., Mason City, Iowa, re- 
placing A. R. Finley. 

e R. P. Hill is now district safety 
director for the Kemper Insurance 
Co., San Francisco, succeeding R. C. 
Barr who is now retired. 

e Don B. Hill has taken over the 
safety duties at the Medusa Port- 
land Cement Co., Dixon, IIl., replac- 
ing C. B. Fowler who has retired. 

e J. G. Hecht, Jr., is in charge of 
safety maintenance at the Surface 
Division office of the Chicago Tran- 
sit Authority, succeeding C. D, Mack 
who is now retired. 

e A. E. Blank is the new safety 
engineer at General Electric’s X- 
Ray Dept., Milwaukee, Wis., suc- 
ceeding Ray Winter. 

e Paul R. Larimer has been made 
general Sales Manager of all sales 
divisions of the Ansul Chemical Co., 
Marinette, Wis. Larimer formerly 
supervised the company’s govern- 
ment relations program and served 
as assistant sales manager of the 
fire extinguisher division. 


P. R. LARIMER 
Ansul Chemical Co. 





e Bruce F. Kampe has become 
safety engineer at GMC’s Hyatt 
Bearings Div., Rahway, N. J., re- 
placing R. L. Moore. 

e Earl Brush is now superin- 
tendent of the Bryan Light & Water 
Works, Bryan, O., replacing C. L. 
Harrington. 

e Wandle L. Marks, personnel 
manager at Federated Metals Co., 
Pittsburgh, Pa., has taken over the 
safety duties of Howard Herman, 
former safety director. 

e Stanley Wishkoski has become 
new personnel manager at General 
Foods Corp., Yakima, Wash., suc- 
ceeding W. H. Walton. 


e Ethel Howard, R. N. has taken 
over the job formerly held by Wil- 
liam Bradfield at Hercules Steel 
Products Corp., Galion, O. 


e D. Compton McKerahan has be- 
come safety engineer for the U. S. 
Bureau of Mines, Albany, Oregon, 
succeeding Amil J. Killin. 
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INDUSTRIAL SOUND CONTROL, Inc., can solve 
your problems by stopping noise at its source, 
through the use of sound traps, portable sound 
barriers, soundproofed rooms, and machinery 
enclosures, used singly or in combination. Let 
ISC, famous for “quieting anything that makes 
noise”, protect you from these losses at sur- 





prisingly low cost. & - = 
“Soundproofing a noisy pump or com- 


Write today for free booklet “sounD FACTS”.’ pressor with ISC ‘Soundmetal’ panels.” 


vv 
MIDWESTERN DISTRIBUTOR: Midwest Industrial Sound Control, Inc., 
1455 North Pennsylvania Street, Indianapolis 2, Indiana. 





ndustrial Q ound ontrol Inc. 


45 Granby Street, Hartford 12, Conn. 


2119 SO. SEPULVEDA BLVD., LOS ANGELES, CALIF. 
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Y Y | | CAN'T TH’ FATHEADS TELL | WELL, MAYBE THEY 
Uj YZ TT HE'S JUST PICKING UPA THINK HE WENT 
Y YA__4 PAIR. OF CALIPERS OR THRU UNDER IT 
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THIS WAY?’ SLIPPIN’ ACCIDENTS 
HERE! 
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THE MINUTE MEN Copr. 1952 by mach Service, wy M. Reg. U. S. Pat. Off. 
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FREE SAMPLE: Fill out the coupon and mail today for 











free sample and literature. 8 
Name 
Address 
City State 

OH-10-52 


Circle No. 64 on reader service card for more information. 
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Masury-Young Co. ....... 223, 224 


Meili-Blumberg Co. .......... 
Milwaukee Dustless Brush 
EO ET Oe ee 
Multi- Clean Products, Inc. ..211 
G. H. Tennant Co. ........ 14, 15 
WOE MGs Fiske cdciicosdes 215 


GAS INDICATORS 
Davis Emergency Equipment 
Co. SCRESERE MEDS AMI CEE a ees , 76 


AERA ERB Ne rr rer 83-86 
wv. s. Safety Service Co. ..100-101 
GLOVES 
Advance Glove Mfg. Co. ....212 
American Optical Co. ...... 79-81 
PECHGIA Tse, CO. cic ccccessce 42 
Columbus Glove Mfg. 
es pa onnre tens cits eens 146, 147 
Dunn Products Co: «...0.5..060 23 
TEGEIOMG. BATE, COL oicicccccesies 25 
Hood MUNMEr Co, ovcksccevcee 
Fairfield Glove Co. ........... 201 
Industrial Gloves Co. ...... 16, 17 
C. Walker Jones Co. ........ 216 


115 


78 
41 


118 
105 


40 
10 


19, 33 
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87 
113 


62 
95 
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Continued 


News From 
Suppliers 


@Vonnegut Hardware Co. cele- 
brates its 100th anniversary this year. 
The firm is best known to safety 
men through its younger (49-year 
old) Von Duprin Division, makers 
of safe exits. This division dates 
back to the tragic Iriquois Theatre 
fire in Chicago, in which 596 lives 
were lost when terrified victims 
were trapped behind doors that 
would not open. Carl Prinzler and 
Henry DuPont, with this tragedy as 
an incentive, went to work and de- 
veloped the now well-known me- 
chanism that gives easy exit from 
doors. Incidentally, the name of the 
division set up to handle the device 
stems, from these names: Von—from 
Vonnegut; Du—from DuPont; prin 
—from Prinzler. 


@ John H. Breck, Inc., Spring- 
field, Mass., manufacturer of pro- 
tective skin creams and cleansers, 
has started its emigration to a new 
plant on Lowell Avenue, West 
Springfield. So far, shipping, ware- 
housing and some manufacturing 
operations have made the move. 
After remodelling is completed, the 
entire Breck production facilities 
will be shifted there. 


e M. E. Cunningham Co., Pitts- 
burgh maker of steel stamps and 
marking tools, has moved into a new 
plant. Located at 1025 Chateau St., 
it offers double the working space 
available in Cunningham’s old loca- 
tion, says president Frank Speicher, 
Sr. Established in 1889, the com- 
pany specializes in marking tools 
made of Mecco Steel, a_ special 
mushroom-resisting alloy. 


e S. G. Taylor Chain Co., Ham- 
mond, Indiana, has purchased ex- 
clusive manufacturing rights of the 
Downtown Frictionless Magnet 
Chain. Purchase of the long-wear- 
ing magnet chain was made from 
the Downtown Company, Cleveland. 


e Saginaw (Michigan) Welding 
Supply Co. has opened a new Indus- 
trial Safety Division. Up to now, the 
10-year-old firm has distributed 
safety gear through its general line 
salesmen. But constant growth 
forced setting up a separate division. 
Under the management of Gerald 
Shoskey, it will specialize in head, 
face and body protection. 
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Here’s an AMAZING BRAND NEW 
SAFETY SIGN that will be welcomed by Safety Men! 
Brady Safety Signs stick to wood, glass, metal, con- 
crete, etc. without moistening. May be applied to 
any clean surface in a jiffy. No screws, nails, bolts 
or skilled help necessary. All you do is peel from 
card, apply where wanted and the sign is up to stay. 


Brady Safety Signs are made of durable cotton 
cloth, Silicone Coated to resist dirt, grime and 
moisture. CONFORM TO ASA Standard Z35.1-41. 


ACCIDENTS 








Select your 


WRITE FOR 


requirements from a 





complete catalog of standard safety Pree 


messages. Cost only a few cents per 






SAMPLES 


AND 


sign. Immediate delivery. Specials ustFuL 


made to order. 






CATALOG 
























1. Step On 
2. Mark Time 
3. Step Off 


THAT’S ALL! 









Industrial plants are finding SANI-MIST the most ef- 
fective way to fight “Athlete’s Foot’. It was developed 
expressly for use in SANI-MISTER Spray Dispensers 
to provide low-cost protection in the shower room. 


Statistics show 3 out of 4 persons will fall prey to 
this infectious disease this year, unless preventive steps 
are taken. Use SANI-MIST and prevent the spread of 
“Athlete’s Foot’ inside and outside your plant! 


SANI-MIST is the most sanitary method known— 
automatically sprayed on feet and ankles in 3 seconds. 
Each application is full-strength, refreshing and free 
from contamination, 

Sani-Mist,Inc., 1724 Chestnut St., Phila. 3, Pa. 


MAIL COUPON TODAY 


i Sani-Mist, Inc., 1724 Chestnut St., Philadelphia 3, Pa. 
Please send me complete details on how SANI-MIST can 
safely and economically fight ‘‘Athlete’s Foot’ in our 
shower room. OH-2 


: NAME 





i COMPANY 








; ADDRESS CITY STATE 
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Circle No. 66 on reader service card. 
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BUYER’S GUIDE 





Booth Page 
Mine Safety Appliances 

SA eae eee 83-86 40 
Pioneer Rubber Co. 114 
Pulmosan Safety Equipment 

CMe. cub RGbNNR SA oeee ses Sah Sais 20 
Racine Glove Co., Inc. 
Safety Clothing & Equipment 


Pe oe eee 55, 56 119. 


Co. 
Surety RET FIG. as 2 505555 67 120 
Wheeler Protective Apparel... 77 52 


White Bubber Co. ......20s8 68 
HARD HATS 

Pe eee 128 
Chicago Eye Shield Co.....72-74 16 


Continued 
Booth Page 
Davis Emergency Equipment j 
SP RA rer re 75, 76 ' 
Dockson Lo RRP Spr er err re 142 8 
Industrial Products Co. ...... 109 
B.. ¥.. MeDonald Co. ....«08 61, 62 66 
Mine Safety Appliances 
Gs © 6h dakaks ance eee ense 83-86 40 
HEAT SHIELDS 
Frommelt Industries, Inc. ....428 84 
HOODS 
American Optical Co. ...... 78, 81 19, 33 
EB. DB. BMAP CO. ov scvccsses 1 
Chicago Eye Shield Co. ....72-74 16 





IT'S 
LIKE 
MONEY 


The dusts from industrial grinding operations can be 
This is particularly true of dusts from 
diamond-impregnated wheels, which today have a real 


valuable. 


cash value. 


Torit Dust Collectors are ideal for capturing and sav- 
ing dusts from grinding operations. 
above, air moves from the outside to the inside of 
These, in turn, are made of a specially 
hard-surfaced and tightly woven material. 
become enmeshed. A few strokes of the foot pedal 


the filters. 





shakes all dust into the storage tray. 


This salvage of valuable dusts is a bonus, for Torit 
Dust Collectors have long proved their ability to pay 
for themselves through economical operation and 
superior efficiency. For complete details and the 


latest Torit catalog, write: 


Manufacturing Co. 


311 Walnut Street 





As diagrammed 


No dusts 


St. Paul 2, Minn. 








Circle No. 67 on reader service card for more information. 
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Booth 
Kimball Safety Products 
Os Svein se esiseerinecensveces 96 
Mine Safety Appliances 
(2 eer Cr 83-86 
Willson Products, Inc. ....107, 108 


HOSE REELS 
Wirt & Knox Mfg. Co. 


KNEE PROTECTION 
Judsen Rubber Works, Inc... 


LADDERS AND ACCESSORIES 
Albina Engine & Machine 
are 403, 404 
Dayton Safety Ladder Co. .. 
Duo-Safety Ladder Corp. 124, "125 
Johnson Ladder Shoe Co.. 
Louisville Ladder Co. ‘225 
Patent Scaffolding Co., Inc. 98, 99 
Rose Mfg. Co. 45 
Safway Steel Products, Inc... 7 
Steel Scaffolding, Co., Inc..... 97 


Pewee ewer eee eeee 


LAUNDERERS 


Institute of Industrial 
Lawunderers, INC. 1608000060 302 


LIGHTS AND EQUIPMENT 
Stewart R. Browne Mfg. 

ER tweed eit cates ieee Or 151, 152 
Carpenter Mfg. Co. 


General Electric Co. .......... 214 
EO EG. aber et eccveeewees 
Fume. “BEES, CO,. . vcccnescces 18 
LENSES 

American Optical Co. ...... 79-81 


Bausch & Lomb Optical 
MIS eiis OURS ee KeKens ved 51-53 
Pennsylvania Optical Co. ar 


LENS CLEANING MATERIALS 


Dow Corning Corp. .escccess 220 
Silicone Paper Co. of 

PIER, kk. s0 6s eccdeeeteeons 
WHEMS CO. TRE, co ceccc cccces 58 
LINEMAN’S EQUIPMENT 
W. M. Bashiin Co. ...6+5... 5,6 
R. Hi. Berke Co. ....65 110-111 
Mathias Klein & Sons ..... 65, 66 
Miller Equipment Co. ...... 144-5 
Mine Safety Appliances Co. 

Ge - cxesacsauceeereacenneuy 83-86 
W. H. Saliabury CO. ..cs0s 90, 91 
Surety Rubber Co. ..csesccee 67 
LINEMAN’S GLOVES 
American Optical Co. ...... 79-81 
W.. Mi. Basntn CO. .cccicesss 5,6 
E.. D. Bueard. CO. .s.ciscccvis 128 
Charleston Rubber Co. ....... 
B. F. McDonald Co. ....... 61, 62 
Miller Equipment Co. ...... 144-5 
Mine Safety Appliances 

acces a vanes, eeles.vae 83-86 
W. &. Galisbury Co. ........ 90, 91 
Surety RubHer CO. ..rccscvson 
White Rubber Co. .....csee.. 
LIQUID HANDLING EQUIPMENT 
Morse Mig. CO. 2 6c.cccccccccs 
Thompson Mfg. Co. .......... 
MACHINE SHIELDS 
a eee 
The Stanley Works .......... 
MAGNIFIERS 
Edroy Products Co. ......... 
Surety Mig. Co., IMC. «..005.- 131 


MASKS AND RESPIRATORS 

Acme Protection Equipment 
3 ere er Tee ee 7 

American Optical Co. 

Chicago Eye Shield Co. 

Davis Emergency Equipment 
2 RE eR renin e 75, 76 


DOCKSON COPD, oicccsceccvcces 142 
B. F. McDonald Co. ........ 61, 62 
Mine Safety Appliances 

TE Uae teren Ree h CREEKS Cee ee 83-86 
Pulmosan Safety Equipment 

MD: , SiGe thar iides svewhe ers 20 
Scott Aviation Corp. ......... 21 
Willson Products, Inc. ...107, 108 


Page 
56 
40 
77 
89 


103 


111 
128 


116 
113 


19, 33 
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69 

48 

11 


40 
120 


19, 33 


116 
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40 
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109 


121 
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Future Safety 
Meetings 





e@ Chicago, Illinois: October 20 
through 24. 40th National Safety 
Congress will be held at the Conrad 
Hilton (formerly the Stevens) Hotel. 
All exhibits will be under one roof 
again: added hooth space and com- 
plete roster of section meetings 
should make this 40th anniversary 
the best yet. 

@ Cleveland, Ohio: October 20 
through 24. The American Public 
Health Association will hold its 80th 
annual meeting at Public Auditor- 
ium. Meeting details available from 
Dr. Reginald M. Atwater, executive 
secretary of APHA, 1790 Broadway, 
New York City. 

@ Springfield, Illinois: October 24. 
The Illinois Mining Institute will 
hold its 16th annual meeting at 
Hotel Abraham Lincoln. 

e@ Cincinnati, Ohio: November 12 
and 13. The second annual Greater 
Cincinnati Safety Conference will 
take place at the Sheraton-Gibson 
Hotel. Get details from K. R. Miller, 
Cincinnati Safety Council, 1203 
Federal Reserve Bank Bldg. 

e Atlantic City, New Jersey: No- 
vember 13 and 14. Rutgers Univer- 
sity will hold its second annual Con- 
ference on Occupational Vision. 
Held in cooperation with two state 
departments and five professional 
organizations, the conference will 
make practical applications of its 
discussions in a series of displays 
featuring test procedures, safety 
methods and environmental factors 
governing visual efficiency. 

e Cleveland, Ohio: January 19 
through 22. The constantly-growing 
Plant Maintenance Show moves 
back to Cleveland’s Public Auditor- 
ium for its fourth meeting. The 
forthcoming show—and the series of 
maintenance conferences running 
concurrently—will be almost 75 per- 
cent bigger than last year’s. 66 
separate sessions are scheduled, cov- 
ering maintenance, sanitation prob- 
lems in all industries. Get advance 
registration cards and hotel inform- 
ation from Clapp & Poliak, Inc., 341 
Madison Ave., New York City 17. 

e Milwaukee, Wi in: January 
29 and 30. Wisconsin’s statewide 
Mid-Winter Conference will be 
held at Hotel Schroeder. 
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THERE’S ONLY ONE JOMAC 


WHY ? Because Jomac controls all phases of the production 
of Jomac Work Gloves . . . the purchase of yarn, knitting of cloth, 
finishing of cloth, manufacture of the gloves .. . thus guaranteeing 


uniformly high quality. 


JOMAC Work Gloves are 


WASHABLE. Jomacs can be used again and again. 
REVERSIBLE. Fit either hand. Any two Jomacs are a pair. 
FLEXIBLE. They stay soft and pliable even after many 


washings. 


LONG LIVED. Jomacs outwear ordinary work gloves 700%. 
PROTECTION. Guard hands against rough and sharp 


edges, heat and cold. 





National Safety Congress & 
Exposition, The Conrad Hil- 
ton, Chicago, Ill., Oct. 20-24, 


Booth 216. 
Or the 





SEE US AT THE 


National Metals Exposition, 
Convention Hall and Com- 
mercial Museum, Philadel- 
phia, Pa., Oct. 20-24, 
Booth 1257. 








THESE JOMAC DISTRIBUTORS ARE READY TO SERVE YOU 


Call the one nearest you for samples and prices. 


Allied Safety Equipment Co., Inc., 
Houston, Tex. 


American Allsafe Co., Inc., 
Buffalo, N.Y. 


Boyer-Campbell Co., 
Detroit, Mich. 


E. D. Bullard Co., 
Los Angeles and San Francisco, Calif. 


Carey Machinery & Supply Co., 
Baltimore, Md. 


Dayton Safety Supply Co., 
Dayton, Ohio 


Guardian Safety Equipment Co., 
Los Angeles, Calif. 


Hodge Supply Co., 
Los Angeles, Calif. 


Industrial Supply Co., 
Chattanooga and Nashville, Tenn. 


Industrial Supply Co., 
Salt Lake City, Utah 


Keelor Steel Inc., 
Minneapolis, Minn. 


LaGrand Industrial Supply Co., 
Portland, Ore. 


National Safety Products Co., 
Saginaw, Mich. 


Noland Co., Inc.,, 
Newport News, Va. 


Northwest Distributors, Inc., 
Seattle, Wash. 


C. WALKER 


E. H. Notte Safety Appliances, 
East Orange, N.J. 


Protective Equipment Inc., 
Chicago, Ill. 


Rittoff Glove Co., 
Los Angeles, Calif. 


Safety Engineering & Supply Co., Inc., 
Birmingham, Ala. 


Safety Equipment Co., 
Denver, Colo. 


Safety Inc., 
Kansas City and St. Louis, Mo. 


Smalling & Co., 
Nashville, Tenn. 


Standard Glove Co., 
Cleveland, Ohio 


C. W. Thomson Co., 
Minneapolis, Minn. 


Universal Safety & Fire 
Equipment Co., Inc., 
Salt Lake City, Utah 


Wash-Rite Company, Inc., 
Indianapolis, Ind. 


Woodward, Wight & Co., Ltd., 
New Orleans, La. 


Welders Equipment Co., 
Tulsa, Okla. 


McKenzie Stephenson Ltd., 
Winnipeg, Canada 


JONES CO. 


PHILADELPHIA 38, PA. 


Circle No. 68 on reader service card for more information. 
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FRANCIS G. HOOD MEMORIAL BLDG, 
MARINETTE, WIS. 


Send for File No. 

206. You will re- 

ceive a variety of 

*helpful printed 

matter. Included is 

= our latest catalog 

which describes Ansul Extin- 

guishers of all sizes — from 

the small Ansul Model 4 to 

Ansul Piped Systems and Ansul 

2000 Ib.. Stationary Units. In- 

cluded also is additional infor- 

mation on Ansul Fire-Training 
Schools. 


FIRE EQUIPMENT DIVISION * MARINETTE, WISCONSIN 


OFFICES AND DISTRIBUTORS IN PRINCIPAL CITIES IN THE U.S. A., CANADA AND OTHER COUNTRIES 
ALSO MANUFACTURERS OF INDUSTRIAL CHEMICALS, REFRIGERANTS AND REFRIGERATION PRODUCTS 
Circle No. 69 on reader service card for more information. 


MODEL 
30-B 


No. 2 of a series of 6 





CORROSION PREVENTION IS 
PART OF SAFETY 





Continued 


is a direction change in the flow of 
liquids. But corrosive acids start 
to from in dangerous concentrations 
in the gas-oil section of the tower 
or in the gas-oil stream when it is 
cooled to water-vapor condensation 
levels. Periodic inspections elimi- 
nate the need for copper alloy pip- 
ing in this section. But if water is 
present in coolers and condensers, 
alloy piping should be used. This 
also applies to the next higher side 
stream, naphtha. 

In the overhead (gasoline) sec- 
tion, corrosion isn’t serious until 
hydrocarbon vapors and water are 
condensed. Here copper alloy tubes 
have to be used in condensers and 
coolers. 

Since fouling of equipment in- 
creases operating temperatures and 
accelerates corrosive action, clean- 
liness is a number-one consideration. 

All gasoline lines are subject to 
corrosion attack in various degrees. 
To fight it, two courses are open: 
1) use alloy steel lines; 2) install 
protective liners in carbon steel pipe. 
Sun Oil uses steel pipe lined with 
either light gauge yellow brass or 
Muntz metal. After conversion to 
liquid, part of the gasoline stream 
is sometimes used to reflux the 
tower’s gasoline section. Here is 
another corrosion source. Protect 
it with alloys or corrosion-resistant 
liners: inspect it regularly. 

Also in the gasoline stream are 
the gas-water separators. This 
water is corrosive. Protection and 
inspection of this separator must be 
considered, particularly those sect- 
ions handling the water, such as that 
portion of the tank shell to the 
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BUSINESS REPLY CARD 


NO POSTAGE STAMP NECESSARY IF MAILED IN THE UNITED STATES 


Gav) JIIAUTS SUIaqWIY 


height of the water level maintained 
and the draw-off line and connect- 
ions to the vessel shut-off valve. 
This area has been protected suc- 
cessfully at Sun Oil with the use of 
brass linings in the draw-off con- 
nection and acid-resisting brick and 
mortar linings in that portion of the 
vessel up to the water level. 

Water drop-outs are points, too, 
where corrosion attack may be en- 
countered. Neutralization by inject- 
ion—possibly ammonia—can aid in 
fighting corrosion. Caution: When 
such compounds are used as neutral- 
izers, pH control is of prime import- 
ance because of the action of 
ammonia on brass. 

All valves, pumps and fittings 
contained in these services and con- 
nections with fractional distillation 
of crude should be of corrosion-re- 
sistant materials. Coolant water 
used may also present problems in 


‘ corrosion. If the water is alkaline, 


serious corrosion of steel may occur 
also. Lines, valves, cooler and con- 
denser assemblies can be subject to 
this. 

e There are several important 
locations where trouble may be ex- 
perienced: 1) where cooling equip- 
ment contains steel baffles: 2) re- 
turn bends on multi-pass coolers. 


To turn to another aspect of cor- 
rosion, external attack on water 
lines may be accelerated when they 
are insulated and a weathertight 
seal is not maintained. 


e Soil conditions can have a great 
effect on all lines contained below 
grade. Lines, particularly those in 
low temperature service, are quite 
susceptible to corrosion attack at 
ground level because of surface 
water and impurities contained in 
the water. 


These problems can be success- 
fully handled by maintaining neu- 
trality of the soil, adequate drain- 
age and protective coatings. In the 
case of inadequate seals when in- 
sulated, proper maintenance is in- 
dicated. 

e When a corrosion problem 
arises, the corrodent should be 
identified by chemical analysis, This 
will determine whether chloride or 
sulphur compounds in the oil are 


doing the damage. External corros- 
ion of transfer lines in the ground 
may be caused by either galvanic or 
electrolytic action. When backfill- 
ing disturbs soil in the installation 
of underground lines, care should 
be exercised to prevent cinders or 
stones from touching the line. These 
will pit the lines and sometimes in a 
remarkably short time cause holes 
in the line wall. 








Lift Truck Aids 
Safe Maintenance 


HERE’S ANOTHER WAY in which the 
lift-truck, versatile industrial sweat- 
saver, can be used to protect work- 
er’s limbs. It’s a portable elevator, 
riding this maintenance man right 
up to the lamp to be replaced. Other 
uses: pipe, conduits, craneways 
maintenance. It eliminates the risk 
of falls since no climbing is required. 
The specially-built double-decked 
platform rests squarely on the 
truck’s forks, can be raised or low- 
ered to exact work height for over- 
head jobs, 


Pic: Towmotor Corp. 
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STOP RESTROOM LITTER ond 
PLUMBING STOPPAGES. 


TISSUE 
TOILET SEAT COVERS 


PROTECT HEALTH AND GOODWILL 


Sanitor tissue toilet seat covers guard 
against infection, assure hygienic con- 
ditions. Employees and visitors appre- 
ciate this indication of respect for their 
decency. Result: peak efficiency work 
from high morale personnel . . . plus 
cordial customer and public relations. 


wea) 
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CUT RESTROOM MAINTENANCE COSTS; 
END PLUMBING STOPPAGES 


Sanitor tissues are automatically 
flushed away ... can’t clog drains... 
eliminate plumbing breakdowns 
caused by use of newspaper, paper 
towels, etc., as improvised seat covers. 
No mess, no litter. Restrooms stay 
cleaner, longer . . ~stay in good repair. 


ELIMINATE WASTE dP 


No more wasteful, untidy use of toilet 
tissues and bulky paper towels as 
makeshift seat covers. This saving alone 
more than pays for Sanitor covers! 








~S 


SEE FOR 
agsouutely FREE! 


TAKE ONE 


a goo 
j 


2 meet aD 
won ener 


° 
Limited to industrial users only! We'll 
send you free of charge, with no obligation 
whatsoever: (1) An attractive Sanitor 
metal dispenser with exclusive one-at-a- 
time ejector; (2) A generous supply of 
Sanitor tissue toilet seat covers. It's yours 
permanently—you need not return it! We 
want you to see the benefits of Sanitor 
service in your own restrooms. Prove to 
yourself how efficiently and economically 
Sanitor solves serious restroom problems. 
Observe enthusiastic employee reaction. 
We're confident that like hundreds of ma- 
jor industries (names available on re- 
quest), your company too will become a 
steady Sanitor customer. 


MAIL THIS COUPON TODAY 


a& SANITOR MFG. CO. 
P.O. Box 854, Kalamazoo, Michigan 








i 

I 

; Please send Sanitor dispenser, tissue toilet 
seat covers and literature—absolutely free, 

! no obligation. 

1 Ices icienisadeencrancncnennntiomnenaaens 

I ADDRESS........ 

! CITY. 

l RR ee a ee rem DEPT. 


EES 2 


Circle No. 70 on reader service card for more information 
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Play SAFE 


and, at the same time, 


REDUCE Insurance Rates 


DEFENSE worKk.,.OR NOT 


| every FACTORY ve 
| Sypiic BUILDING 


weeos rHIs 


it tells you about the 


CHICAGO Watchclock 


and how it watches the watchman! A tamperproof system that 
keeps a constant check on watchmen’s activities. In use all 
over the world... So effective that users 
earn reduced insurance rates! The 
CHICAGO WATCHCLOCK system 
thereby quickly pays for itself 
while it gives you protection 
against fire, theft and sabotage. 


FILL IN and MAIL NOW 


CHICAGO WATCHCLOCK 
Div. Great Lakes Industries, Inc. 
1535 S. Wabash Ave., Chicago 5 


Gentlemen: Send us your folder of details, and pri- 
ces on the various CHICAGO Watchclock models. 











“The first—and 
still the first!” 


Circle No. 71 on reader service card for more information. 





Magnetic Sweeper 
Cleans Floors of 
Dangerous Metal 


mast FREE 10-DAY TRIAL 
mid OFFER 


;) { IDEAL FOR GARAGES, GAS 
m”e STATIONS, UPHOLSTERY 
SHOPS, FURNITURE MFRS. 


The Eriez Magnetic Sweeper 
makes it easy to pick up iron 
and steel from floors and road- 
ways . . . helps to keep fac- 
tory floors clean and safe .. . 
reduces accidents . . . minimizes 
the chance of tire blowouts on 
roads. 


It’s easy to pick up nails, bolts, screws, tacks, steel shot and other 
pieces of ferrous metal with the Eriez Magnetic Sweeper. Just roll the 
Sweeper along like a vacuum cleaner and watch metal literally jump and 
spread to the entire circumference of, the magnet—to a thickness of 


3/,""! 


























Unloading of collected metal is simple, Just push a wiper ring from 
one end of magnet tube to the other and load is automatically released. 


ORDER FROM ERIEZ MANUFACTURING COMPANY ON 10-DAY TRIAL 
ROTARY FLOOR MAGNET 





Model No. S-1 $-2 S-3 $-4 $-5* 
Overall Width 113%” 164%” 2149” 26” 3534” 

Net Weight 4 Ibs 7 oz. 5 Ibs 8 oz. 6lbs 11 oz. 7 Ibs 14 oz 10 Ibs. 3 oz. 
Price $32.00 $38.00 $44.75 $51.50 $64.75 


* A special model, S-5-2 provides two complete 
magnetic tubes of the S-5 length for use in very 
large areas or where loads are exceptionally heavy. 
(Price $128.25). 


All prices subject to change without notice 


MANUFACTURING COMPANY 








PROTECTION IS YOUR 


RESPONSIBILITY 


Are you giving your employees 
and other users the restroom pro- 
tection they have a right to ex- 
pect today? Research shows that 
the highly infectious Trichomo- 
nad organism can live as long as 
six hours after deposit on toilet 
seats. And leading periodicals 
report that ove woman out of every four or five, including 
juveniles, is a carrier of this vaginal parasite.* 

@ To assure protection and peace of mind for restroom 
users—and avoid destructive, improper use of toilet seats 
—equip with Protecto Dispensers and Paper Toilet Seat 
Covers. Write today for latest information on survival of 
toilet seat organisms. 









*Woman’s Home Companion June, 1949 
— Ladies’ Home Journal July, 1950 


PROTECTION IS YOUR RESPONSIBILITY 


H Please send full information and prices. 


~ite 











PROTECTO! 
H Name. 
Products ; _ 
Co.,Inc. | Om” 
" Address 





Pomona, California ; 
a 


Circle No. 73 on reader service card for more information. 
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IF A WORKER’S LIFE has been saved 
by his hard hat, he can join this 
exclusive organization. Cost: not a 
penny. Dues: none. 

Why join up? Because every 
member is a walking, believing, 
safety-selling monument to the 
message you are trying to sell. If 
your line crews or maintenance 
gangs know that one of their bud- 


chopping a neat hole in his hard 
hat. The hole could have been made 
in his head. 

e Donald Wegrich had a bout with 
a metal bar while working in the 
Dana plant of E. I. du Pont de 
Nemours & Co., Terre Haute, In- 
diana. While walking between a 
couple of stage pumps, a 17-inch- 
long piece of steel fell from a higher 


level and struck him on the head. 
Wegrich won, thanks to his hard 
hat. 

e Samuel ‘Silverstein, employed 
at the Boston Naval Shipyard, was 
uninjured when a piece of angle bar 
fell 12 feet and struck him on the 
head. The bar forced a three-inch 
hole in his hard hat. 

e Albert J. Broderick, a foreman 
for the Southern Pacific Company, 
Nacimento, California, had a Still- 
son wrench dropped on his hard hat 
from a height of 30 feet. It made a 
half-inch hole, but Broderick was 
not injured. 


dies wouldn’t be with them today , _ 





if it weren’t for that lid he wears, 
they’ll wear hard hats too—and 
want to wear them. That’s the job 
the Turtle Club does for you. For 
the new member, it has a member- 
ship certificate, a lapel pin and a 
turtle decal to wear on his hard hat. 
Make the presentation ceremony a 
fitting one and you have a valu- 
able—and continuing—safety selling 
instrument. Here are the names of 
new Turtle Club members: 





CO-FOUNDER of the Turtle Club C. R. 
Rustemeyer, safety director of Canadian 
Forest Prod., Ltd., makes Turtle award 
to Oscar Hedman. 


e Oscar Hedman was falling a 
cedar on Northern Vancouver Is- 
land for Canadian Forest Products, 
Ltd., when a large branch of the 
tree came loose and completely de- 
molished his hard hat. Hedman was 
up and around in less than four 
days after being in the type of acci- 
dent known in the woods as a 
“widow maker.” 


e William Medlin was doing a 
maintenance job for the Phillips 
Petroleum Co., Eunice, New Mex- 
ico, when a hold-down bolt was re- 
moved from a water well motor, 
causing the motor to spin around 
from energy created by a reverse 
twist on the rods. The motor switch- 
box caught Medlin on the head, 
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@ RESIST SPARKING 
@ NONCORROSIVE 
@ NONMAGNETIC 


Berylco scrapers, made of high-per- 
formance beryllium copper, are 
perfect for... 

MANUFACTURING PLANTS—cleaning paint 
spray booths, scraping floors and walls wher- 
ever inflammable dusts, liquids or vapors 
are present. 

CHEMICAL PLANTS—scraping rolls in mix- 
ing equipment, removing scale from storage 
tanks, scraping floors and walls. 
PETROLEUM AND GAS INDUSTRY—clean- 
ing metal surfaces prior to painting tanks and 
processing equipment. 

MARITIME SERVICE—removal of scale from 
metal surfaces aboard ship and on shore instal- 
lations where ordinary tools are subject to the 
corrosive action of salt water and air. 


SEE YOUR JOBBER TODAY 





BERYLCO} tHe BERY LLIUM corporation 


Dept. 2J * READING 17, PENNA 







B-45 


Socket type 
floor scraper 


$-107 
Heavy-duty 
floor scraper 


B-39 


Hand scraper 


$-105 


Deck scraper 


S-116 


Scraper and scaler 


New York © Springfield, Mass. © Cleveland © Dayton © Detroit © Chicago © Minneapolis © St. Louis © Seattle © San Francisco © Los Angeles 


Representatives in principal world-trade centers 
Circle No. 74 on reader service card for more information. 
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Do You Have Men Who Are Eligible 





For Turtle Club Membership? 


It’s to your advantage—and to theirs—to 
enroll them as members. If a worker’s life has 
been saved by his hard hat, fill in the applica- 
tion blank and the membership committee 
will act on it. There is no cost to either mem- 
ber or employer. Get your application blanks 
for Turtle Club membership by requesting 
them from the editor of OCCUPATIONAL 
HAZARDS. The address: 1240 Ontario Street, 
Cleveland 13, Ohio. 














@ The Bradleyman draws upon the experience 
gained by serving an ever-widening group of 
Bradley users for over 30 years. His practical 
suggestions for washroom layouts and use of 
Bradley group-washing fixtures can help you 
find the most economical way to provide ade- 
quate facilities in a minimum of space. 
Bradley 54” Washfountains accommodate 
8 to 10 persons simultaneously—replace 8 to 
Where space is limited, Bradley 10 single-person basins. Piping connections 
earn et ae oe are pi 80% and one sprayhead replaces 
ak een gy eee as many as 20 faucets. Maintenance and water 
self-rinsing bow! provide the ut- | COmsumptionarereducedsharply. Foot-control 
most in sanitation and prevent Stops contagious washbasin contacts and pro- 
water waste. motes a new high in employee health and 
safety. BRADLEY WASHFOUNTAIN CO., 
2259 W. Michigan Street, Milwaukee 1, Wis. 


4 Illustrated 
| Catalog 5204 
sent promptly I /y J: | Di £, * 
| on request, 
efoumraiud 
VISIT OUR BOOTHS 


NOS. 32 & 33 Sold Through Plumbing W holesalers 





Circle No. 75 on reader service card for more information. 
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Book Shelf 





Fire Fighting Technique 


e Attacking and Extinguishing 
Interior Fires by Lloyd Layman, 
National Fire Protection Associa- 
tion, 60 Batterymarch St., Boston 
10, Mass. Price: $3.75. 

Condensing his material from a 
vast store of professional knowledge 
accumulated through years of re- 
search, experimentation and experi- 
ence, the author discusses thorough- 
ly the indirect method of attacking 
fires, the uses of water and other 
extinguishers. Gives many case his- 
tories of fires and practicable sug- 
gestions on how to handle them. 


Films As Teachers 


e Instructional Film Research 
1918-1950 (Rapid Mass Learning) by 
Charles F. Hoban, Jr., and Edward 
B. van Ormer, distributed by U. S. 
Department of Commerce, Office of 
Technical Services, Washington 25, 
D. C. No price given. 

Sponsored jointly by the Army 
and Navy Departments, this com- 
prehensive report presents findings 
gathered over a thirty-year period 
in the area of training through mo- 
tion pictures. It is a complete guide 
for predicting the results of film in- 
struction, improving and planning 
the production of instructional films, 
and increasing the effectiveness of 
film presentation. Developed at 
Pennsylvania State College. Ask for 
Technical Report No. SDC 269-7-19. 


Fire Codes: Dust 


e National Fire Codes, Vol. II, 
The Prevention of Dust Explosions, 
National Fire Protection Associ- 
ation. Price: $3.00. 

The present volume incorporates 
new and revised codes adopted by 
the NFPA at its 1951 and 1952 an- 
ual meetings. Describes methods for 
preventing dust explosions, minim- 
izing fire hazards. Accents good 
plant housekeeping as prime 
safeguard against dust explosion 
hazards. 


Fire Fighting Equipment 


e Approved Equipment for In- 
Dustrial Fire Protection, Publica- 
Continued on page 112 
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FAST FIRE SNUFFER 





Continued 


They put explosion-proof switch- 
es. They grounded all their. ma- 
chinery. They installed a ventilating 
system to keep the accumulation of 
gas vapors well below the danger 
point. And they saw to it that build- 
ups of static sparks would be mini- 
mized. 

@ But what if these precautions 
aren’t enough? ‘Suppose some of 
that high-octane juice squirting 
through the jet controls caught fire?: 

To eliminate this possibility, Hol- 
ley officials called in a group of fire- 
prevention specialists. They told 
them what they wanted: equipment 
that would detect fire immediately 
and operate automatically to smoth- 
er a blaze in seconds. 

Holley got just what it ordered. 
Working with plant maintenance 
personnel, the specialists designed 
a carbon-dioxide extinguishing sys- 
tem and built it right into the test 
chamber. Now each of the 15 test- 
cells is fitted with built-in, rate-of- 
rise detectors. They connect to ad- 
jacent 50-pound pressure cylinders, 
ready to squirt enough carbon-di- 
oxide gas into a blazing cell to 
extinguish anything high-octaine 
fuel has to offer. 

@ Here’s how the system would 
work if fire breaks out: 

Rate-of-rise detectors, installed at 
vital locations throughout the test 
equipment, would immediately pick 
up the increased heat and trigger 
the -system. Alarms would sound, 
warning lab workers to take off. 
Holley safety men want them out 
of the way: when the system goes 
into action, it fills the entire room 
with asphyxiating CO2. 30 seconds 
later, carbon-dioxide gas, coming 
under its own pressure from the 
adjacent cylinder, would rush 
through piping and discharge itself 
into the blaze from two multijet 
nozzles mounted over the equip- 
ment. At the same time, pressure- 
operated switches would shut down 
the testing equipment and the test- 
ing room’s ventilation equipment. 

Should the fire-sniffing gas be 
expended in putting out a blaze, the 
plant keeps a reserve supply of 
four-dozen fully-charged cylinders 
on hand at all times. This permits 
quick replacement so the testing job 
can go on without delay. Comple- 
menting the built-in system are 
portable carbon-dioxide .extingu- 
ishers, mounted at convenient loca- 
tions throughout the test chamber. 

A similar carbon dioxide extingu- 
ishing system is built into the pump 
room at Holley. 
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SMOKED. 
000 HOUSEAFEPiR: 

PREVENTS Fines 

PUT "EM HERE 


Pt 
DUNKING STATIONS! 


Here’s the “ali time’ solution to your plant smok- 
ing problem—SIPCO “Dunking Stations”. Built for 
hard industrial use—and abuse! Cigarettes, cigars, 








matches extinguished i diately—no smoldering—no 
fire hazard! 


Unit No. 1—Heavy aluminum canister, attractive 
sign, upright and heavy weighted base for use on floors, 
aisles, etc. 


_ Unit No. 2—Same as Unit #1, except without up- 
right and base. Easily mounted on walls, columns and 
posts. 


Unit No. 3—(Not illustrated) Canister alone. 


Send TODAY for new illustrated folder which gives 
complete details. 


STANDARD INDUSTRIAL PRODUCTS CO. 


DEPT. B. 116 SOUTH GARFIELD AVE. PEORIA, ILLINOIS 








Circle No. 76 on reader service card for more information. 








Printing Ink’s 
TOUGH TO 
GET OFF... 


V 0 LA REMOVES IT 
IN A JIFFY! 

VOLAX was developed for heavy-duty skin cleansing .. . 

for removing ground-in printer’s ink FAST—but gently, 

without irritating the skin. Contains mild soaps, water 

softener and friable volcanic ash. A SIMPLE TEST WILL 


CONVINCE YOU—Ground-in dirt and ink discoloration 
disappear when VOLAX HAND CLEANER goes to work! 


Let your DOLGE SERVICE MAN demonstrate! 








WESTPORT, CONNECTICUT 


Circle No. 77 on reader service card for more information. 
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POOR LIGHTING INVITES ACCIDENTS 

















e Inspection areas require a high 
level of well diffused illumination 
for protection against visual injury. 
SPECIAL CONDITIONS, brought in 
by work-room atmospheric condi- 
tions, will influence your choice of 
lighting equipment too. Unless you 
take them into consideration, you’ll 
soon find your light output depreci- 
ating below acceptable limits. Or, 
in some cases, you may be adding 
an explosion hazard. Here is what 
Zahour has to say about these fac- 


Continued 


e Where room conditions are gen- 
erally clean, open-bottom lumin- 
aires may be used with assurance 
that dust and dirt will not rapidly 
collect on reflecting surfaces and 
on lamp bulbs to reduce the light 
output of the system. 

e However, in areas where the 
atmosphere is dusty or smoke laden 
—even though only periodically— 
reflectors and lamps become coated 
sufficiently to reduce their effici- 
ency by 25 to 50 percent in a few 
months. Under these conditions, the 


















































cut 
Maintenance § 





THE BEST PRODUCT 
IS THE CHEAPEST 


WHY? Because the quality product does the 
job with less labor. It has been proved time and time again that inferior 
materials are really most expensive because they require extra time and 
added supervision for correct use. Reduce labor costs, save the cost of 
“re-doing" a faulty job ... by using only high quality maintenance products 
like Seal-O-San Wood Finishes, Korex Germicidal Cleaner, and Anti-Slip Cos- 
molite Wax, made by Huntington Laboratories. Ask us for the 1952 Sanita- 
tion Handbook. Let us show you how much 
you can save this year on maintenance. 


ASK FOR CATALOG 


Write today for book- 
let filled with time- 
saving ideas! 


‘Huntington 


Tae oOo RAT OR AES, 1 ‘ 


Huntington, Indiana * Toronto, Prati 






Circle No. 78 on reader service card for more information. 








lighting level of a system designed 
to produce 50 footcandles will soon 
depreciate to 25 or 30 footcandles if 
dust or film accumulations are al- 
lowed to continue without cleaning. 
To minimize this condition, Millite 
type fixtures with non-breakable, 
dust-tight, glass covers should be 
used for medium and high bay in- 
stallations. For low ceiling areas, 
fluorescent fixtures with tight-fit- 
ting glass doors are available for 
lighting in dirty rooms. 

More recently, long life R-57 re- 
flectorized lamps in both incandes- 
cent and mercury types were de- 
signed for use in very dusty or 
smoky high bay areas (like found- 
ries) where the cost of frequent 
cleaning would be expensive. These 
lamps are made with an efficient re- 
flector coating on the inside of the 
bulb: it performs like a combina- 
tion standard bulb in an industrial 
reflector. Since the reflectorized 
coating is protected within the lamp 
bulb, it cannot collect dust or dirt 
from the atmosphere. Furthermore, 
the bottom of the lamp is usually 
rounded so that dirt adheres less i 
easily. They, like industrial lumin- 
aires, are available in narrow, me- 
dium, and wide beam distribution 
patterns. 

e In dry areas, where there is no 
danger of water condensation from 
overhead or from a leaky roof, re- 
flector lamps may be used without 
shielding as a complete lighting fix- 
ture. But where there is a possibil- 
ity of moisture drops falling on the 
hot bulbs to crack them or a me- 
chanical blow to cause breakage, the 
lamps should be protected with suit- 
able metal hoods. 

e In some industrial operations, 
high humidity with moist or wet 
conditions prevail. Condensation 
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from cold overhead surfaces will 
cause drops of water to fall on light- 
ing equipment—eventually onto the 
bulb. Lamps sometimes fail viol- 
ently from this cause, and hot pieces 
may fall on workmen below. Where 
wet conditions exist, vapor-proof 
fixtures should be used. Vapor- 
proof fixtures should be used. 
Vapor-proof equipment is specially 
designed to perform satisfactorily, 
and protect lamps from water 
contact. 

e Then there are some industrial 
rooms in which the materials of a 
process liberate volatile gases, creat- 
ing an explosive mixture. If these 
mixtures contact the hot surfaces of 
lamp bulbs, combustion may result: 
serious explosions can follow. 

e Rooms or spray booths where 
explosive atmospheric mixtures exit, 
should be lighted with explosion- 
proof lighting equipment. While the 
scientific design features of explo- 
sion-proof fixtures makes them cost 
more—and they aren’t quite as ef- 
ficient as standard equipment—the 
assurance of safety from costly ex- 
plosions more than offsets the price 
differential. 


KEEP IT CLEAN, Even in “clean” 
industrial use, a year’s accumula- 
tion of dust and dirt often reduces 
the delivered illumination as much 
as 30 percent. In dusty, dirty areas, 
the loss is considerably greater. 
In places where conditions are 
fairly clean, with no dust or smoke- 
laden atmosphere, all reflectors and 
lamp bulbs should be cleaned at 
least every 8 to 12 months. The best 
guide in planning a definite clean- 
ing schedule is to make monthly il- 
lumination checks with a light 


Continued on next page 
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Chairs Slide With 
Conveyor 


PAINTING STORAGE BATTERIES is easier 
and quicker on this Willard Storage 
Battery Co. line. Combination chair- 
tables, carrying both painter and his 
tools, are caster-mounted on an in- 
verted V-shaped track, letting 
workers slide right along with the 
conveyor. Casters (arrows) give 
smooth ride when worker propels 
himself by pulling on bar-in front of 
him. No danger of getting caught 
by reaching down the conveyor for 
work that has already passed his 
station. 


OCTOBER, 1952 





udsen 


MOLDED RUBBER 
KNEE PADS 


Can be worn all day long, 





kneeling, standing or walking. 





These nationally known safety jobbers can 
supply you from stock. 





Acme Safety Products Company, Akron, Ohio 
American All-Safe Company, Inc., Buffalo, N. Y. 


B ,L. A., C 
Bullard, E. D., C 





















y, Baltimore, Md. 
y, San Francisco, Calif. 





Dayton Safety Supply Company, Dayton, Ohio 
Dickson Safety Products Company, Los Angeles, Calif. 


Ellis Safety Products, East Chicago, Ind. 


Genter, C. D., Company, Chatt ga, Tenn. 
Guardian Safety Equip t Company, East Orange, N. J. 
Guardian Safety Equipment Company, Philadelphia, Pa. 
Guardian Safety Equipment Company, Tulsa, Okla. 








GREATER 
‘SAFETY 


nevery 
down-on-+the 
knees job! 


Industrial Products Company, Philadelphia, Pa. 
Industrial Safety Supply Company, Hartford, Conn. 





Mine Safety Appli Company, Pittsburgh, Pa. 
Morton, Chas. E., Company, Los Angeles, Calif. 
Notte Safety Appli Company, East Orange, N. J. 





Orr Safety Equipment Company, Louisville, Ky. 


Pagel Safety Products, Inc., Milwaukee, Wis. 
Pendergast, A.W., Safety Equip. Co., Philadelphia, Pa. 
Pulmosan Safety Equipment Corp., Brooklyn, N. Y. 


Rochester Safety Equipment Co., Rochester, N. Y. 


Safety Clothing & Equipment Co., Cleveland, Ohio 
Safety Eng. & Supply Co., Inc., Birmingham, Ala. 
Safety Equip. Distributing Co., Knoxville, Tenn. 

Safety Equipment Supply Company, Chicago, Ill. 
Safety First Supply Company, Pittsburgh, Pa. 

Safety, Inc., St. Louis, Mo. 

Safety Supply Co., Toronto, Ontario, Canada 
Snyder, M. L. & Son, Philadelphia, Pa. 
Somers, Fitler & Todd Co., Pittsburgh, Pa. 

Spokane Safety Appliance Company, 
Spokane, Wash. 

_ Standard Safety Equip. Co., Chicago, Ill. 

Steinwach’s Safety Supply, Buffalo, N. Y. 
Surty Mfg. C y, Inc., Chicago, Ill. 


Universal Safety Equipment Co., 
Chicago, Illinois 








Wahlert Products Corporation, 
Brooklyn, N. Y. 


The standard 
quality knee 
protection for 
: | over 30 years. 


ain by JUDSEN RUBBER WORKS, Inc., 4107 w. Kinzie st., Chicago 24 


Circle No. 79 on reader service card for more information. 
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POOR LIGHTING INVITES ACCIDENTS 





meter. When the level falls below 
15 percent, the equipment should be 
cleaned and burned-out lamps re- 
placed. 

Where room conditions are aver- 
age, open reflectors must be cleaned 
every six months, and in extremely 
dirty or dusty locations, every 3 to 
4 weeks. In the latter case, Millite 
dust-proof fixtures are better, as 
they need cleaning about once a 
year. However, when reflector type 
lamps are used in dirty and dusty 
areas, cleaning is not necessary un- 


Continued 


less light meter readings indicate 
considerable depreciation in the il- 
lumination level. This condition 
may be the cause of aged lamps 
which should be replaced with new 
ones. 

e Group replacement plans have 
been advocated in recent years due 
to increasing labor costs. These 
plans, briefly, call for replacement 
of lamps as a group, saving the bet- 
ter lamps for spot replacements of 
burned out lamps. 

For safety and protection of 











A One-Cup Headrest Goggle 


made expressly for Gas Welding, Flame Cutting and Brazing 


# | 
Another 
py Ve €ye), | 
First! “dy ( 





# 4 “ . Ss 
Mee, 


Goggle fits cheeks and 
forehead snugly, gently, 
with wide rim for comfort 





e@ GOGGLE, with its large ventilated inside area, is lighter, cooler, easier to 
wear. Its one-piece molded plastic is strong, flame resistant, non irritating to the 
skin. It bears lightly, yet firmly, against cheeks and forehead, where its good fit 
excludes light and heat rays. It may be worn over regular prescription glasses 
or safety spectacles. 

e@ LENS, available in Federal Specification shades 3 through 6, is of standard 
2 by 414” size, protected by a cover glass. New spring clip fastening makes the 
lens easy to replace; no tools are needed. 


@ HEADREST, with cork sweatband for comfort, is of light, easy to clean plastic, 
and is readily adjusted to any head size. Spring, concealed within telescopic 
arms, holds goggle snugly against the face. Hinged from opposite sides, weight 
is evenly distributed. 


JACKSON UNIGOGGLE type W-60, shown 
above, has plastic headrest, telescopic arms. 


JACKSON UNIGOGGLE type WR-60, shown at left, has 
same eyecup and choice of lens shades, but is held 
against the face by an adjustable, elastic headb 








To raise, pull up and for- 
ward in one quick move- 
ment... takes one second 





Put back on guard again, 
goggle protects this weld- 
er quickly, comfortably 





SACK SON 
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WARREN-MICHIGAN 








sold World-Wide... 
through Distributors 
and Dealers 


Circle No. 80 on reader service card for more information. 
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workmen, the National Electrical 
Code specifies that all electrified 
machinery and lighting systems 
must be properly grounded. Sus- 
pension type fixtures should be 
hung on rigid pipe conduit properly 
fitted to grounded outlet boxes. 
Under no circumstances should fix- 
tures be hung on drop cords. This 
practice is a dangerous electrical 
hazard, as the fixtures are not 
grounded, and cords can soon fray 
out to develop short circuits. Local 
lighting reflectors should be held in 
proper position over the work, by 
rigid metal adjustable supports 
which are grounded to the machine 
or outlet box. 

Extension type hand lamps should 
be provided with a heavy duty rub- 
berized 3-wire cord so that the lamp 
guard and socket are grounded 
through the third wire to the plug- 
in outlet. 

There is always the need to peri- 
odically investigate plant lighting; 
but if the problem has been system- 
atically approached at the outset, 
there will be fewer changes to be 
made and they assuredly will be 
much less radical. 


NEW AIR FOR OLD 
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outside, filters it, heats it to com- 
fortable temperatures (each unit 
can knock out about two-million 
Btu’s an hour, handle 22,000 cfm) 
and circulates it—without drafts— 
through the work area, 

Even in summer, the system does 
a better job than the broken-win- 
dow method of furnishing make-up 
air. Wagner turns the burners off, 
leaves the heater fans on; so that 
fresh air is always. circulated 
through the whole shop. 

In winter operation, outside air 
enters the base of the heater casing. 
It passes over two staggered banks 
of economizer tubes carrying ex- 
haust gases from the heater’s burn- 
ers to an outside vent: this puts the 
heat value left in the gases to good 
use for pre-heating fresh air. Then 
the air sweeps the combustion 
chamber (it’s made of stainless 
steel to resist moisture in the air, 
permit quick heat from cold starts) 
and passes through louvered outlets 
on top of the casing. You can set 
these discharge outlets to give you 
the best draft-free air flow. The 
whole process is automatic: ther- 
mostatic controls set the burners to 
give just enough heat to do the job. 
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Product Information 





ONE HUNDRED MILLION DOLLARS is the yearly cost of 
skin diseases to industry, points out the West Disinfect- 
ing Co. in its new color booklet, “The Control of Derma- 
titis in Industry.” Special feature is a six-page chart 
covering a wide range of working conditions, types of 
skin troubles that pop up where these conditions exist, 


and suggested preventive measures for each. 
Circle No. 167 on reader service card for more information. 


AN ARMY TRAVELS ON ITS STOMACH can also mean that your plant will 
run more efficiently if there is good, hot food available right on the plant 
grounds. If you’re interested, Hotpoint, Inc., will send you a 56-page book 
to tell you all you need to know about setting up a food service program in 
your plant. Detailed drawings give plenty of hints on how a really smooth 
set-up could look. Want a free copy? 

Circle No. 168 on reader service card for more information. 


RANKING RIGHT AFTER WAGES and hours as an em- 
ployee morale factor is the clean, well-equipped rest- 
room. Sanitor self-disposing toilet seat covers help to 
provide what your personnel want. Free samples and 
literature from the maker. 


IT’S TOO LATE TO READ complicated instructions about how to operate your 
fire extinguisher when a blaze starts up in your plant. To guard against 
befuddlements at critical moments, Fyr-Fyter Co. has designed colorful, 
illustrated instruction tags that show you how to use extinguishers in 
simple 1-2-3 steps. The visual instructions apply to all makes of extingu- 


ishers. You can get a bunch of them on request. Free. 
Circle No. 169 on reader service card for more information. 


DUST IS WORTH MONEY when it’s industrial diamond 
dust. Now that economical reclamation methods are 
being employed, it will pay you to recover all the 
diamond dust you can. Torit Mfg. Co. will be happy to 


tell you how it’s done. 
Circle No. 170 on reader service card for more information. 


CUSHION EACH STEP and you can take more of them during a work-day 
without fagging. Safety First Shoe Company’s new shoe styles are equipped 
with air-cushioned inner-soles of foam latex. You can see these dressy 
oxfords (all with the standard steel toe) plus other rugged models in the 


company’s new catalog. Want a copy? 
Circle No. 171 on reader service card for more information. 


A QUESTION AND ANSWER BOOK, concerning E & J Mfg. 
Company’s Resuscitator-Inhalator-Aspirator is avail- 
able to help you understand just what a variety of life- 
saving functions this emergency device performs. Tells 
about one model which treats three persons at once. 
No charge for the book. 


Circle No. 172 on reader service card for more information. 


WINTER WILL BE HERE soon, and you’ll need heat to keep your personnel 
comfy. If your present heating equipment is wearing out, or you need 
additions to it, Prat-Daniel: Corp. will rush you a free copy of their new 
catalog. Shows complete line of Thermobloc industrial heaters, complete 


with specifications and dimensional data. 
Circle No. 173 on reader service card for more information. 


More free Product Info on next page 
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INSURANCE FIRMS 


AND 


STATE BOARDS 


APPROVE 


LUCAS 


ELEVATOR 
SAFETY CLAMPS 


“Protect Where You Can't Inspect” 
Literature Available on Request 


SAFETY DEVICES, INC. 





SPRINGFIELD 3, MASSACHUSETTS 


Circle No. 81 on reader service card. 





MILWAUKEE DUSTLESS BRUSH Co. 
330 NW. 22 STREET. MILWAUKEE 3. WISCONSIN 








o. 82 on reader service 
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PRODUCT INFORMATION 





ALL KINDS OF SWITCHES are fully 
described in a 24-page catalog pub- 
lished recently by Micro Co., a divi- 
sion of Minneapolis-Honeywell Reg- 
ulator Co. Gives complete rundown 
on switches from heavy-duty limit 
type to ultra-small switch designs. 
Also gives application ideas. 
Circle No. 174 on reader service Card. 


GERMS JUST LOVE TO DIG down deep 
between the tile joints in your plant, 
causing bad odors and presenting 


Continued 


serious health hazards. But they 
won’t have a chance, says A. C. 
Horn Co., if their new acid-resisting, 
non-shrinking Grout is worked into 
the joints. The company wants to 
tell you more about this essential 
product. 
Circle No. 175 on reader service Card. 


SPECIAL “PACKAGE” UNITS for spe- 
cific types of scaffolding jobs are 
covered in a new folder which will 
be sent to you free upon request to 










OW! 





MODEL F-1 
(STANDARD) 


Circle No. 83 on reader service card for more information. 
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S  Witen Curd Against 


FRAUDULENT INDUSTRIAL DEAFNESS 


Suits 


Glo 


AUDIOMETER 


Maico’s Model F-1 Audiometer 
evaluates hearing ability elec- 
tronically . . . gives you a per- 
manent record of pre-employ- 
ment hearing losses, and— 
through periodic re-testing— 
detects and measures any subse- 

uent losses that So 
during employment! Write to- 
day for free klet that tells 
how Maico Audiometric test- | 
ing may save your firm thou- 
sands of dollars in fraudulent 
or unwarranted claims. 








f- 


SEND FOR FREE BOOKLET 4 
v 











= MAICO ©. 





MINNEAPOLIS 1, MINN. 
N-202 MAICO BUILDING 





the Wilson-Albrecht Co., manufac- 
turers of Waco Steel Scaffolding 
Equipment. Plenty of application 
hints are given, plus lots of pictures 
showing various scaffolding units at 
work, 

Circle No. 176 on reader service Card. 


BORN IN THE BOILER ROOM says Ess 
Instrument Co. of their SIR-6L 
Smoke Recorder. Developed prim- 
arily for use with electronic smoke, 
turbidity and color photounits, the 
recorder features rapid traverse 
and adjustable sensitivity. Full data 
sent upon request. 
Circle No. 177 on reader service Card. 


GIVE YOUR FLOORS A RETREAD job 
with Tufcrete Resurfacer and you'll 
have flooring to be proud of, says 
Tufcrete Co., maker. Costing less 
than concrete or wood, the mastic 
flooring material can be laid down 
by anyone who can handle a trowel. 
Bonds perfectly to old concrete. 
Full info rushed if you want it. 
Circle No. 178 on reader service Card. 


WHEN YOU’RE ON THE JOB, your 
cigarette lighter should be in your 
pocket or just in front of your weed 
at smoking time. If it’s anywhere 
else, it just might cause trouble. 
To make sure it won’t, the Zippo 
people have attached a small metal 
loop to their new safety model. Puts 
a check on stray lighters, possible 
fire causes. 
Circle No. 179 on reader service Card. 


FORTY POUNDS OF LEAD can be 
melted in just six minutes in an In- 
sto-Gas Portable Furnace. Pressur- 
ized gas cylinder contains non-toxic, 
non-explosive gas which lights in- 
stantly without pumping or priming. 
Full info on this and other Insto-gas 
products is yours upon request. 
Circle No. 180 on reader service Card. 


HORSEHIDE IS THE CHOICE of mater- 
ial used in the making of American 
Optical Company’s line of welders’ 
gloves. Designed to stretch your 
glove dollars, they’re all shown in a 
new brochure which is yours for the 
asking. 
Circle No. 181 on reader service Card. 


OCCUPATIONAL HAZARDS 
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NOW A PLASTIC GLOVE WITH A GRIP! 







Plastic gloves aren't new: 
they've been doing a big 
job in industry for years. 


BUT—here is something new in plas- 
tic gloves. It's Cols-Grip, the plastic- 
coated glove with a real grip! See 
those specks in the glove? They're 
what give Cols-Grip its slip-proof 
hold. And they won't wear off. Im- 
bedded right through the plastic, 
they'll withstand anything the glove 
will, give safe, sure handholds for its 
entire life. 


Whatever the job, there’s a Cols-Grip 
style to fit it: full or palm-coated in 
knit wrist, band top and gauntlet. 
We'll be glad to fit the right glove 
to your individual job requirements. 


See Cols-Grip in booths 146-147 at 


the National Safety Congress Don’t take our word for it. Ask for a 
free sample Cols-Grip glove and prove 
its value yourself. 


Buy Columbus and discover 
America’s greatest protection value 








COLUMBUS GLOVE MFG. CO. 


1836 E. FULTON COLUMBUS, OHIO 








Circle No. 84 on reader service card for more information. 











Introducing 


The New Acne MER-VAC 


*A MERCURY RECOVERY AND 
MERCURY VAPOR COLLECTOR 


Now Acme presents the MER-VAC—an important con- 
tribution to health and economy in (1) combatting the 
hazards of mercury poisoning that accompany spills, and 


(2) in recovering mercury globules and dusts. 


The MER-VAC provides the finest vacuum pick-up 
available. Its vapor collection is accomplished through 
the same principle as used in Acme mercury canisters 


for Acme gas masks. 


Get full details on this health-promoting and money- 


saving Acme development today. 


ACME PROTECTION EQUIPMENT COMPANY 


3037 WEST LAKE STREET e CHICAGO 12, ILLINOIS 











Circle No. 85 on reader service card for more information. 
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SAFETY VIEWS AND NEWS 





Continued 


Who Won 
Safety Honors 


@ Independent Milwaukee Brew- 
ery, certificates from two insurance 
companies, for what is believed to 
be an all-time brewery § safety 
record. So far, Independent has 
worked more than a year (one-third 
of a million manhours) without a 
lost-timer. 


e 38 months without a disabling 
injury, by Vitreous Steel Products 
Co., Nappanee, Indiana. That repre- 
sents 769,331 manhours of safe work, 
a culmination, says safety director 
Everett Pippen, Jr., of eight years’ 
continual effort towards 100 per- 
cent worker participation in safety 
campaigning. 


e An accident frequency rate of 
4.83 in 1951, by member companies 
of the Manufacturing Chemists’ As- 
sociation. It’s a continuation of 
their high standards, bringing the 
industry up, according to NSC stat- 
istics, to second place behind the 
aircraft industry. The figures cover 
companies who produce over 90 per- 
cent of the country’s chemical ton- 


nage. And the trend continues this 
year: the first two months of 1952 
show a frequency rate of 3.86. 


e Accident frequency rate of 2.09, 
by American Cyanamid Co., 57 per- 
cent lower than the chemical manu- 
facturing industry’s average. Of the 
company’s 42 plants, 21 had perfect 
records in 1951, according to safety 
director Stanley F. Spence. 


e A drop of 70 percent in fre- 
quency, 76 percent in severity, by 
Quaker Rubber Corp., best year yet 
for the Philadelphia manufacturer. 


e Perfect records by four steel 
castings companies and exceptional- 
ly low-frequency ratings by 12 


others, all members of the Steel’ 


Founders’ Society of America. They 
resulted, says society vice president 
F. Kermit Donaldson, from the in- 
tensive industry-wide safety cam- 
paign waged by member companies. 
The four with perfect records: 
Hughes Tool Co., Houston, Texas; 
Eastern Malleable Iron Co., Wil- 
mington, Del.; Quincy Steel Casting 
Co., Quincy, Mass.; Weatherly Steel 
Castings Co., Weatherly, Pa. 

e David Taylor Model Basin, 
Washington, D. C., the Navy’s 
Achievement in Safety Award for 
the third consecutive year. Given 


by the Secretary of the Navy for 
improvement of safety records, the 
award was won by a constant acci- 
dent decrease since 1948. 


e The Mold Loft Department of 
Dravo Corp.’s Pittsburgh shipyard, 
a cake, to celebrate 10 years’ oper- 
ation without a lost-time accident. 


e 12 lime plants, certificates of 
honor for their records during the 
National Lime Association Safety 
Competition last year. Top scores in 
each of the contest divisions were 
made by: Kaiser Aluminum & 
Chemical Corp.’s Navidad, Cali- 
fornia, plant (297,149 manhours) ; 
J. E. Baker Co.’s Thomasville, Pa., 
plant (75,400 manhours); Warner 
Company’s Bellefonte, Pa., plant 
(636,543 manhours); Ash Grove 
Lime & Portland Cement Co.’s 
Springfield, Mo., plant (78,545 man- 
hours. ) 


e Port Inland Quarry of Inland 
Lime & Stone Co., Gulliver, Michi- 
gan, a bronze placque and top award 
in the 1951 National Crushed Stone 
Association Safety Competition. This 
makes the fifth time in 19 years the 
quarry has walked off winner of the 
contest. Winning accident-free op- 
eration: 808,389 manhours. 








'DEPENDABLE ‘DRESSING 


for FIRST AID, for EMERGENCY 
for DISASTER, for DEFENSE uss 


With a distinguished record of use by the medical \ Wo. 4% 
services of the Armed Forces, by other governmental \ ~ 
agencies, by hospitals, by emergency and disaster \ 

atlas by. industrial clinics and first-aid stations . Wo. 


VASELINE STERILE PETROLA UM 


TRADE MARK WO 





filie been cdpated. i surgeons as standard pro- 
cedure, by nurses as preferred matériel, by profes- 
sionally-trained aid personnel as the compact, ready- 
made, ready-to-apply dressing of their choice. oe 





Circle No. 86 on reader service card for more information. 
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ACID HANDLING EQUIPMENT 


ACID PUMPSD> 


Thompson Acid Pumps, working at floor 
level, provide a smooth, spurt-free flow 
of from two to four gallons of acid a 
minute. Hard rubber, lead, or plastic 
tubing can be supplied, depending on 
the acid to be used, and an adapter is 
available to adapt the the pump to fit 
containers with openings larger than 2”. 








@CARBOY TRUCK 

The All-Purpose Hand Truck in the 
open position handles any type of 
acid container in a vertical position 
and can also be used as a utility 
truck when in the closed position. 





CARBOY TILTER} 
The Safety Air Vent Pouring 
Spout provides a smooth flow 





. . The safety ratchet has finger-tip 
of five gallons of acid a min- control for easy accurate operation 
ute, with nospurts orsplashes. and positive locking. 


IF NOT HANDLED BY YOUR SUPPLY JOBBER. WRITE DIRECT TO 
THOMPSON MANUFACTURING CO. ¢ ERIE, PA. 


Circle No. 87 on reader service card for more information. 





In a General Electric Co. first aid room 


MAGNI-FOCUSER 


Speeds first aid this sinocuLAR mos- 


nifier gives your first aid department an unexcelled 
aid for removing foreign bodies . . . eye examinations 
. .. treating cuts, scratches, etc. 


Protects precision Workers soon. 


Focuser reduces eye-strain and prevents squinting— 
thereby speeding production, increasing accuracy 
and minimizing the chance of errors and accidents. 
Allows free use of both hands. Can be worn 
with or without eye glasses. Normal vision is re- 
sumed by lifting head. Order now for 10-day trial. 
Return if not satisfied. $10.50. 


Edroy Products Co., Dept. O, 480 Lexington Ave., New York 17 


Cable address: “SEEBETTER” 
Circle No. 88 on reader service card for more information. 











SAFETY EQUIPMENT, EOR Alt INDUSTRIES 
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WEIGHS ONLY 9 OUNCES ... New design window 
assembly allows unobstructed vision in all directions. 
Does not interfere with the wearing of correction glasses. 
Heavy gauge plastic window provides impact resistance. 
Quickly replaced, when necessary, without use of tools, 


LA 
(PCO Safely Equipment tor all Industries 
INDUSTRIAL PRODUCTS COMPANY 


Y} 2830 N. FOURTH STREET © PHILADELPHIA 33, PA. 7 
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Circle No. 89 on reader service card for more information. 
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_OVERHEAD STORAGE | 


THE MOORE COMPANY 
* THE MOORE LOCKERBASKET 


A _new type basket for overhead storage of clothing and effects. 
The Moore Lockerbasket provides a sanitary and secure means for 
storage in modern washrooms. Open wire construction assures 
preper ventilation. 

Sliding of basket on hanger is special feature—basket lowers 
onto the garment hooks, giving tamper and slip-proof suspension 
of clothing. 

Moore basket and hanger are gaivanized electro-welded wire. 
Basket 14” square, provides over 1200 cubic inches storage space. 

Write ~~ Catalog and free took “The Desi 
and yout of Industrial Change Rooms.’ 


THE MOORE COMPANY e DEPARTMENT 0-2 
1036 Quarrier Street Charleston, W. Va. 


Circle No. 90 on reader service card for more information. 











Film Library 





Fire Protection 


® Not Too Hot To Handle: dem- 
onstrates approved fire extinguish- 
ing equipment and procedures for 
class A, B and C fires. Water, soda 
acid, carbon dioxide, dry chemical, 
foam and vaporizing liquid are 
among fire-fighting agents demon- 
strated. 18 minutes, color, sound. 
Free loan from Walter Kidde Co. 


Circle No. 201 on reader service card. 


General Safety 


® Stay on the Beam: shows how 
“Walter-the Worrier,” ‘“Defeatist- 
Dan,” “Egotist-Ed,” ‘“Out-of-Step- 
Steve,” and “Belligerent Bert” stir 
up trouble and cut production in any 
plant. Examines their motives and 
mental attitudes, how they affect 
others and disturb management. 
“Worker-Will” shows how easy it is 
to have a keen mind, raise plant 
morale. 14 minutes. Commercial 
Films, Inc., Cleveland, O. Film 


Announcements of visual aids on safety, health, housekeeping and 
plant protection subjects, presented to aid in safety training. For 
more complete details on any film listed, use the reader service card 


bound in this issue. 


Strip, 90 frames. Sound, bw. Pur- 
chase: $15 including record, 


Circle No. 202 on reader service card. 


® How to Avoid Muscle Strain: 
deals with a living model and ani- 
mated drawings to illustrate the me- 
chanics of muscular activity, especi- 
ally in the lifting of heavy loads. 
Shows the correct and _ incorrect 
ways of lifting objects; points out 
causes of hernias. 15 minutes. The 
Bray Studios, Inc., New York. 16 
mm., sound, bw. 


Circle No. 203 on reader service card. 


© Serves You Right: shows dram- 
atically how many leading indus- 
trial plants have reached new effi- 
ciencies and brought about marked 
economies — including manpower 


savings — by employing fork-lift 
trucks and towing tractors in main- 
tenance operations. 15 minutes, bw, 
sound. Free loan from Clark Equip- 
ment Co, 


Circle No. 204 on reader service card. 


Health And Hygiene 


© Industrial Exhaust Systems: 
demonstrates with miniature models 
the types of hoods, baffles, elbows 
and fans used in modern industrial 
exhaust systems. Artificial titanium 
chloride smoke enables you to see 
the amount of air afforded by each 
hood and baffle. 12 minutes. Un- 
iversity of Michigan Audio-Visual 
Education Center, Ann _ Arbor, 
Michigan.-16 mm., sound, bw. Rent 
or purchase, 


Circle No. 205 on reader service card. 













THE SOLUTION TO AN OLD INDUSTRIAL PROBLEM 








ing those that make 


Airplane Engines 
Atomic Materials Leather 
Automobile Parts 


Confections 
Electrical Equipment 








VEREX Protective Cream forms an invisible barrier 
which protects the skin against coolants, dusts, 
emulsions, cutting oils, dyes and similar hazards. 
It is used in many manufacturing operations includ- 


Elevators 


Machine Tools 


Cables Refined Metals 
Cans Paper 
Chemicals Rugs 


Steel Machinery 
Storage Batteries 


D scomvo.2se HYGIENE RESEARCH wc. 
* 


2704 South Hill St., Los Angeles 7, Calif. 


operations. 





CLEREX Protects the skin against ANHYDROUS 
Solvents. It is a jel which on drying forms a con- 
tinuous strong elastic film, adheres to the skin and 
does not interfere with tactile sensation. The film 
washes off easily with water. It is insoluble in all 
anhydrous organic solvents including the hydro- 
carbons, the chlorinated hydrocarbons, the ketones, 
the alcohols, the nitriles, eic., etc. It is used in 
the chemical, paint, varnish, lacquer and plastic 
industry as well as in metal degreasing and similar 


684 Broadway, New York 12, N. Y. 


Literature and Samples on request. 
Write Dept. O1 








Circle No. 91 on reader service card for more information. 
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@ Occupational Health Problems: 
brings out the industrial physician’s 
problem in educating management 
to take a greater interest in their 
employees’ health. Details how 
Brooklyn industrial health commit- 
tee is working with management 
and the medical profession. Shows 
industrial problems lead contami- 
nation, findings from tuberculosis 
surveys, treatment of the common 
cold in industry, traumatic injuries, 
burns. 42 minutes. Medical Film 
Guild, New York. Sound, color. 


Circle No. 206 on reader service card. 


Human Relations 


© Let’s Be Human: shows seven 
rules for improving your ability to 
handle others. Presented in simpli- 
fied animation form, the rules speci- 
fically dealt with include: perfect- 
ing your self-control; appreciation 
and praise; consideration of one’s 
interests; the ability to listen. 16 
mm, slide film, 100 sequences, bw, 
sound. B. E, V. A. 


Circle No. 207 on reacer service card. 


e Ability to Work: explains how 
temperament and nature may be 
unsuited to particular kinds of work. 
Lack of sufficient knowledge or 
technical skill makes physical dis- 
abilities appear as handicaps. Em- 
phasizes the fact that handicapped 
people often have more ability than 
disability. 15 minutes. Zurich Life 


Insurance Co., Chicago. Film strip. 
Circle No. 208 on reader service card. 


Off-The-Job Safety 


@ Word of Honor: delivers some 
potent arguments on the wisdom of 
being a safe driver. Power-packed 
and filmed with well-known movie 
players, it shows how a one-man 
crusader for safe driving finally 
wins reckless teen-agers over to his 
ideas. 24 minutes. Sound, bw. Pro- 
duced for Kaiser-Frazer Sales Corp., 
obtainable through Modern Talking 
Picture Service. 

Circle No. 209 on reader service card. 
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Amputated 
Fingers 
COME 
HIGH! 


These figures are 
based on maximum 
rate of Illinois 
Workmen’s Com- 
pensation from 
Division of Statis- 
tics and Research, 
Illinois Industrial MACHINE CGE. 
Commission. 

(Figures for other AIR DIVISION 
states are higher). 4171 RAVENSWOOD AVE., CHICAGO 13, ILL. 


— District Offices Detroit and Cleveland — 
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LITTELL 
AIR BLAST VALVES 
Pieces forced out safely by air. 
Blank parts weighing up 
to 2 Ibs. are blown out of 
press with a standard 
Air Blast Valve. 


LITTELL 
Pres-Vac SAFETY FEEDERS 
Blanks fed from c« safe 
distance of 14 inches. 
Press-Vac operates from 
compressed air at 45 Ibs. 
pressure which passes 
through a venturi tocreate 

a vacuum. 


Circle No. 92 on reader service card for more information. 
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working platform gives workman 


1. Rail-guarded ‘Safety Level’’ 





Information on each film is 
listed in this way: Title, De- 
scription (including running 
time), Source, Type (strip or 
motion, size, color or black and 
white, sound or silent), Avail- 
ability—whether for free loan, 
rental or purchase. Charges 
for rental and purchase are 
given when available. 
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high jobs go fast on the 


salely 


Dayton’s special ‘Safety Level’’ 


complete confidence. He works 
faster, more efficiently, uses both 
hands. Check the “big 6” fea- 
tures that make Dayton your best 
buy. 





platform. 
. Locks in place automatically. 
. Rubber safety shoes. 
. Light weight—great strength. 
. Economically priced. 
. Complete size range 3’ to 16’ 
in height. 


Daylon 


safety ~ ladders 


Circle No. 93 on reader service card for more information. 




















Write Dept. F for Bulletin 


Daylon 
safety ladder co. 


2339 Gilbert Ave., Cincinnati, Ohio 


In Canada: Safety Supply Co., Toronto 
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BOOK SHELF 





Continued 
tions Dept., Factory Mutual Engi- 
neering Division, Boston, Mass. 
Price: $2.00. 


Regarded by industry as the most 
authoritative source book of its kind 
for the purchase of industrial fire 
protective equipment, the new Ap- 
proved Equipment manual contains 
over 150 pages of tested and ap- 
proved devices. All equipment 
shown in the book has undergone 
rigorous tests in the Factory Mutual 


Laboratories for quality and reli- 
ability. 


Hazards Handbook 


e Handbook of Dangerous Mater- 
ials by N. Irving Sax, Reinhold 
Publishing Corp., 330 W. 42nd St., 
New York 18. Price: $15.00. 

This 848-page volume, the result 
of four years of intensive research 
by a General Electric Co. toxicol- 
ogist, lists alphabetically over 5000 
dangerous materials. Gives hazard- 
ous properties, treatment, antidotes, 
extinguishers. 

Author Sax has divided the book 
into five sections: General Chem- 











GREEN LAKE 


. A F E TY-W E AR 

Protect your workers against industrial hazards, 
boost morale, and step-up production with 
Fabriko SAFETY-WEAR! These newly designed 
garments represent the very latest developments 
in the most efficient materials for maximum 
worker protection at low cost. 
offers a wide selection of standard and special- 
ized protective aprons to meet the requirements 
of practically every operation in all types of 
industry — protection against oil, grease, alkali, 
chemicals, and most acids, etc. —where high 
resistance to abrasion is required—where clean- 
liness is foremost—etc. 





Industrial Division 


FABRIKO, INC. 








SAFETY-WEAR 


Write today for complete information. 








Protective Aprons 
Hycar Double Coated 
Heavy Vinyl Coated 
Vinyl Plastic 
Chrome Leather 
Duck or Denim 
Our engineering department 
will be glad to assist you in 
the special design of aprons 
made in any of the above 
materials. 
Protective Sleeves 
Hycar Double Coated 
Vinyl Plastic 
Caps 
Women’s — for long 
or short hair 
Men’s — visor or over- 
seas style 











WISCONSIN 








Cicrle No. 94 on reader service card for more information. 
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icals, Explosives, Fungus Diseases 
and Fungicides, Radiation Hazards, 
and Shipping Regulations. It’s 
hailed as a_ technical standard 
unique in the regulatory field. 


Examination Guide 

e Physical Examinations in In- 
dustry, Industrial Health Bureau, 
Metropolitan Life Insurance Co., 
New York City. No price given. 

Giving full treatment to the pur- 
poses and functions of physical 
examinations, rooms and equipment, 
and record forms for file purposes, 
this 45-page booklet contains suffi- 
cient information for setting up an 
examination program in your plant. 
Special chapters on preplacement 
physicals for job applicants, place- 
ment of the physically handicapped, 
and special examinations for work- 
ers exposed to occupational hazards. 





For More Details... 


- about any of the books 
listed in this department, con- 
tact the publishers included in 
the headings of the reviews. 











Forming Fire Brigades 

e Employee Organization for Fire 
Safety, National Fire Protection As- 
sociation. Price: 50 cents. 

This pamphlet fully describes how 
every plant employee can help pre- 
vent fires, what he should do if one 
breaks out. Presents evacuation 
plans, warning methods, plus many 
color drawings of fire-fighting pro- 
cedures. 


Noise And Hearing 

e The Acoustical Spectrum, 
School of Public Health, University 
of Michigan, Ann Arbor, Mich. 
Price: $5.00. 

Noise—its causes, effects, measure- 
ment, costs, control: all are com- 
pletely analyzed in this authentic 
volume compiled by the country’s 
most competent specialists in the 
realm of sound and noise. Recogniz- 
ing that ear injuries caused by noise 
are bringing increasing legal activ- 
ity in industry and on the domestic 
front, the authors have explored 
every possible avenue of thought 
with regard to the solutions of noise 
problems. 

The book, which contains the re- 
sults of some $5,000,000 worth of 
tangible expenditures, contains all 
papers presented during an in-ser- 
vice training program conducted by 


the U. of Michigan’s School of 
Public Health in the interests of 
public health and _ occupational 
medicine. 


OCCUPATIONAL HAZARDS 
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TWO SERIOUS FLUORESCENT PROBLEMS SOLVED: 


1. LOCK FLUORESCENT LAMPS AGAINST THE 
HAZARDS AND RAVAGES OF VIBRATION. 


2. DISPOSAL OF BURNED OUT FLUORESCENT LAMPS-—— 














pe 


FLUR-O-LOCKS 





FLUR-O-LOCKS actually pay for themselves. FLUR-O-LAMP DISPOSAL UNIT. 


What is saved in increased efficiency of lamps, start- Gricals lempn te Rar gianes eae 
Dispose of 100 lamps in about 20 minutes. Refuse 


can be safely dumped in waste can. 
Standard equipment 4 HP, 60 cycle, 115 Volt Motor. 
Shipping weight 90 Ibs. 


LADUBY (FLUR-0-LOCK) CO., Inc.; Branford, Connecticut 


ers and ballasts more than compensates for the cost 
of Flur-o-locks plus the SAFETY against accidents 


from falling lamps. 








Circle No. 95 on reader service card for more information. 








sets:2=9 Neoprene Coated Gloves 
are liquid-proof..,. wear longer 





Hood makes a complete line of industrial rubber and 
plastic gloves to meet every job requirement. Write 
today for our colorful catalog which features the 
Hood Glove Guide. It shows you “how to choose 

the RIGHT glove for EACH job.” 








q HOCD RUBBER CO., Watertown, Mass. al 





Circle No. 96 on reader service card for ‘more information. 
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The damage inflicted by accidents in- 
volving chemicals and other materials in the 
eyes can be greatly minimized with HAWS 
Eye-Wash Fountains installed in your plant 
for instant first-aid. Without them perman- 
ent damage or complete loss of sight may 
occur while waiting for treatment. This unit 
is also available with instantaneous drench- 
shower. Priceless protection at a cost of a 
few cents per worker. 


@ Designed in cooperation with, and approved by, leading Safety Engineers. 





GREEN HANDS, symbolized by the green. to kee 
painted backs of Noa’s canvas gloves, are Palms « 
Bullard Company’s biggest safety problem, of har 
The indoctrination course Noa gives is set up schoolir 


Ask your plumbing contractor or write for complete details. 


HAWS DRINKING FAUCET CO. 


1439 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 


Agents and Sales Representatives in All Principal Cities 


Add more safety-selling prop) for . 


AWS 


Circle No. 97 on reauer seruwe cuiu jor mure tinjsormution, 











N-36 medium weight 
all neoprene glove, 11" 
length. Snug curved 
fingers, non-slip grip 
surface afford almost 
bareband dexterity, 





Meg 
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Quality Gloves for over 30 Years . 


e Sthedule! 


-Gmzolls 





When employees hands are comfortable 
and properly protected by the right gloves for the job: 


@ there are fewer work stoppages 
@ injury claims decrease 


@ work goes faster, production increases 
—all at lower per hour glove cost to your plant! 


Long-wearing liquid-tight neo- 
prene Stanzoil industrial gloves re- 
sist damage from acids, oils, sol- 
vents, caustics. 32 styles, weights, 
sizes, colors. New PIONEER cata- 
log shows you at a glance how to 
select the most efficient and eco- 
nomical gloves foreach operation. It 
pays youto write for your copy today. 


Industrial Products Division 


The PIONEER Rubber Co. Swinea”ome 
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Protecting G: 


THE FIRST FEW WEEKS that a new 
employee puts in at any plant are 
his most dangerous ones. Confused 
by machinery, befuddled by con- 
stant factory noise, bewildered by a 
whole new set of responsibilities 
and duties, he’s a prime target for 
accidents. Knowing that new work- 
ers—especially those with no pre- 
vious plant experience—are the first 
group to be hit by injuries, Bullard 
Company, Bridgeport, Conn., ma- 
chine tool maker, has set up and 
conducted a hard-hitting indoctrina- 
tion program for them. 

And while some safety men feel 
strongly that “scare” techniques are i 
bad business (see Letters To The j 
Editor), Bullard finds that its col- 
lection of homemade props puts the 
safety story across with a punch that 
isn’t soon forgotten. 

Planned and presented by safety 
engineer William Noa, the program 
starts out with a film explaining 
company policy and all industrial 
relations features—job evaluation, 
safety rules, employee benefits. With 
this basic information covered, Noa 
goes into his safety demonstration. 

First, he tells them of the need for 
green hands to exercise forethought 


OCCUPATIONAL HAZARDS i 








A superior transfer pump 


for HARD-to-HANDLE 
LIQUIDS... 


Do you have a liquid handling prob- 














































































lem that a good hand pump could ° 

solve? This Tokheim DOUBLE AC- ° 
TION barrel pump with optional ° 
diaphragm and body may be the an- P 
swer. FAST —it will deliver 20 gallons ° 






per minute of most liquids. HIGH 


@ green. to keep them from becoming blood-red. VACUUM-—it will lift gasoline 20 
Oves, are Palms of gloves are painted red: quick switch feet. ADAPTABLE— it will handle a 
problem. of hand position emphasizes purpose of wide range of liquids, and is supplied 7 
is set up schooling to new employee audience. with hose or spout outlets for drums, 
skid tanks or underground installa- ‘ 
tions. Compare the list below with os 
your present needs; then call your - 


y | 
5 prop) for. . . dealer, your Tokheim representative, P 


or write the factory for literature. 


ingGreen Hands 


y in order to keep away from injury 
> (see cut above). 
| William Heinrich’s theory of acci- 
dent-sequence is illustrated with 
Y dominoes: knocking one of them 
down causes the others to fall: For 
each of the factors—heredity, en- 
vironment, unsafe condition, unsafe 
act, accident,—Noa shows what the 
company has done to provide a stop- 
per. Placement programs, good 
work conditions, constant safety en- 
gineering can eliminate every factor 
except the unsafe act. That one is 
up to the worker. 

e The traditional glass eye is 
shown around the group as an in- 
centive to wearing safety goggles. 
To bring out their impact-resistance, 
Noa has fashioned a handle to a 
single safety lens; used as a hammer, 
it pounds nails. 
ema: 6 Cnet eeee es pone 
impr y 
series of cartoons: they picture the a i 
various characters who are in for 


back-aches, 
General Products Division 
TOKHEIM OIL TANK AND PUMP COMPANY 


F. Bullard props that DESIGNERS AND BUILDERS OF SUPERIOR EQUIPMENT SINCE 1901 
oe Oe er ee WABASH AVENUE FORT WAYNE 1, INDIANA 


you can use, see next page 
Factory Branch: 1682 Howard Street, San Francisco 3, California 
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WATCHMASTER 
AUTOMATIC STAND-BY LIGHT 





@ Has Rechargeable Battery 

Visible Bail Float Hydrometer 

@ Illuminates 10,000 Feet—4 Continuous 
Hours 

@ Built-in Chargers Maintain Specific 
Gravity Between Emergencies—Restore 
Charge Quickly Afterward 

@ Additional Lamp Heads for Remote 
Mounting 





CARPENTER 


LEADS THE wor, 
D 
IN PORTABLE AND 
EMERGENCY FLOOD 
que \2"d SEARCHLIGHTS 








One of 100 Carpenter Emergency Lights. Write for Catalog 


CARPENTER MFG. COMPANY 
BOSTON-45- SOMERVILLE, MASS. 












Combines utmost protection 
and style. Exclusive patented 
features found in no other hat. 


Write for Free Sample 
or Order Direct from us 


*15.00 dz. 


CHIC MAID HAT MFG. CO,, Inc. 
620 HIGH STREET 
BUFFALO 11, N.Y. 
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PROTECTING GREEN HANDS 





Continued 





DUMMY WEIGHT gives new men lift- 
ing practice. Gadget in Noa’s hand is a 
model showing how human back works: 
blocks of wood are held in place by rub- 
ber bands. As long as it’s kept vertical, 
you can lift heavy weights with it. Tilt 
it, and the blocks topple. 


this is a Muscue Man 





i 


CARTOON SERIES, done at Bullard, 
shows different characters who are back- 
injury bait. Giant dominoes at left illu- 
strate Heinrich theory of accident fac- 
tors: stand them up; push one over and 
the rest go down too. Other props used: 
bottle of pills—-300 white (no injury); 
29 brown (lost time injury); one red 
(fatality) —in proportion to the number 
of injuries sustained per given number 
of accidents. Red pill is poison, used to 
impress need for not taking a chance on 
the one fatal accident. 





Don’t Forget: 


What: National Safety Congress 
Where: Conrad Hilton Hotel, 
hicago 
When: October 20 through 24, 
1952. 


See you there! 














© “BULLDOG” 





DANGER FLAGS 


Bright red duck flag, 12” by 14” 
with large white letters, mounted 
on strong hardwood clamp. Uni- 
versal jaw of clamp grips object of 
any shape up to 3” in size. 

Special BULLDOG standard, adjust- 
able, demountable, will not overturn. 


GRIP ANY SHAPE &a 


nin 















— 


RED, YELLOW, BLUE 
FLAGS ANY SIZE 
MADE TO YOUR DESIGN 
WRITE FOR CATALOGS 
AND INFORMATION 

















STOPS FALLS! 


Revolutionary New Type Safety 
Grating Eliminates Dangerous 
Walking Conditions . .. Guarantees 
Sure Footing. 


In a recent test, shown above, a 
stock strip of Bustin Firm-Grip Grat- 
ing was submerged in heavy chassis 
grease and then raised to a 15°slant. 
Even under those conditions, a man 
carrying a bulky box walked easily 
up and down the strip . . . maintain- 
ing perfect balance! Send for free 
Bustin booklet that shows industrial 
safety applications and specifica- 
tions. Bustin Firm-Grip Grating 
Corp., 110 E. 130 St., New York 
Ft, Mt. ¥. 


Circle No. 103 on reader service card. 
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HAVE YOU HEARD?.. . 





Continued 


loses five percent of the shifts 
worked, you have to carry five per 
cent extra men to fill in for him. 
With St. Joseph Lead’s 5,000 em- 
ployment, that would mean an extra 
250 men to be hired. At $3,000 a 
year average wage, it would cost the 
company $750,000. 


HARTFORD MEDICAL PROGRAM 





Continued 


e Absenteeism Control. Even 
though absenteeism is the super- 
visor’s problem, he can get help in 
determining and eliminating its 
causes from the medical depart- 
ment. The nurse sees every em- 
ployee after an absence, maintains 
records and summarizes absentee- 
ism each month by frequency and 
cause. 

e Personal Consultations. Having 
a doctor or nurse available to hear 
personal problems—which may or 
may not be medical in nature—takes 
over a big load from personnel men, 
a valuable saving in small plants. It 
gives the worker a sense of security, 
helps him stay on an even keel with- 
out burdening supervision. 


PROGRAM PAYS FOR ITSELF Un- 
der the Hartford plan, the doctor 
gets a guaranteed salary. The 
amount is pro-rated among the 
members based on the number of 
hours a week of his time each re- 
quires. It works out to about five 
dollars an hour. How much it costs 
to set up the dispensary varies, de- 
pending on size of the plant and 
equipment to be included. Operat- 
ing costs and supplies figure about 
$1,500 a year at Allen Mfg. Co. 
That’s about three dollars per em- 
ployee. The whole service costs 
roughly $20 per worker a year at 
Allen. Now let’s look at the credit 
side of the ledger: 

“In one year alone, our work- 
men’s compensation premium was 
lowered enough (24 percent be- 
tween 1946 and 1950) to pay for our 
share of the doctor’s services and 
all medical supplies purchased, We 
estimate that what we have paid out 
for the service has been recaptured 
twice over in direct savings—lower 
insurance payments and higher pro- 
duction per man.” That’s what 
Grant has to say about the money 
angle. In the six years that the plan 
has been in effect, Allen’s accident 
frequency, absenteeism and labor 
turnover have all been slashed in 
half. And a major share of the 
credit goes to the Hartford medical 
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to lower maintenance cost 
and eliminate a dust condition 


American 
WHEELABRATOR & EQUIPMENT CORP 


868 S. Byrkit St. Mishawaka 2, Ind 





¥I/\ 
ANY 


Dust is no longer a ation for the 
Hoosier Iron Works, Kokomo, Indi- 
ana. Officials of the Company are 
proud of their dust-free cleaning 
room since Dustube Collectors were 
installed to eliminate their dust con- 
dition. The former dust collection 
equipment was a constant source of 
trouble. Its low efficiency allowed 
dust to permeate the atmosphere and 
settle throughout the foundry — to 
create a serious housekeeping prob- 
lem. 

Dustubes have proved their. ability to 
remove all the dust through efficient, 
low-cost operation the past four 
years. In that time the only replace- 
ments required have been a few cloth 
tubes. Maintenance has been limited 
to regular inspection and lubrication. 
The low operating and maintenance 
cost of the Dustubes is particular im- 
pressive considering that one collec- 
tor is handling 5 to 6 tons of sand 
daily. 


If you are interested in thorough dust 
removal at a price you can afford to 
pay, investigate the Dustube today. 


® 





COLLECTORS © 
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TUNE IN ON PRESS SAFETY 





How, then, do you get stock into 
the die without shutting down the 
press? A thin metal sheet — the 
exact width of the stock to be used 
—is attached to the female half of 
the die or to the bolster plate of the 
press. Being grounded, the sheet 
serves as a splatter-plate for the 
radio waves given off the lower loop. 
Waves from the insulated loop 
bounce off the plate, creating an un- 
protected stock-feeding zone: it’s 
big enough for operation, too small 
for hands to enter. 


One big advantage of the guard is 
that its loops can be any size (one 
test installation has 72-foot loops) 
and shape required for complete 
protection. Once an engineer has 
planned the installation and hooked 
the control box to the loops, you can 
plug into any _ constant-power 
source of electricity and it’s ready to 
go. In case of electrical breakdowns, 
the carefully tuned balance between 
the loops would be destroyed—just 
as though something entered the 
protective field. The press would 
stop instantly. Deadman _ switches 
in the locked control box shut the 
press down if anyone monkeys with 


Continued 


the unit. 


e The other side of the safety coin 
—production—gets its push from a 
cam-limit switch connection. Frank 
M. Salisbury, Security Controls 
president, explains it this way: 

“By feeding power to a limited 
are in the cam-limit switch, the 
activity of the loops can be confined 
to only a specific area. That gives 
the ram the remainder of the down 
and back stroke without loop inter- 
ference.” 


This means that a press with a 
12” stroke could be set up to protect, 
not the entire foot-deep zone, but 
only the last six inches of it. Since 
the entire up-stroke and half of the 
down-stroke would then be unpro- 
tected, an operator could throw a 
blank into the die the instant the 
ram starts back up. With practice, 
says Salisbury, an operator can even 
load the press during the first half 
of the ram’s down-stroke. Loop pro- 
tection would start only in the last 
six inches before the dies meet. 


Owners of old-time presses will 
find the new guard a rejuvenator, 
when they’re able to get one (which 
won’t be for several more months). 


Judson & Rose, Inc., Philadelphia, 
converted a big Stoll press (see cut) 
that dates from Teddy Roosevelt’s 
administration, added the new 
guard. It may not look like today’s 
equipment, but it produces like it. 
The conversion was needed because 
the guard goes best and easiest on 
presses with air or friction clutches. 
It won’t work with a pin-type 
clutch. For them the company has 
another electronic guard. 

While the guard won’t be in full 
production for a couple of months, 
it figures to cost around $1000 com- 
pletely installed. The unit itself 
will sell for about $850. Installation 
time: less than two days on medium 
presses, maximum of four days on 
big ones. It draws about as much 
juice as does a five-tube radio set, 
should give 50,000 hours of service— 
from an electronic point of view— 
if you leave it on all the time, as 
suggested by Security Controls. 

Presses aren’t the only application 
for the new guard. Since it’s com- 
pletely flexible in loop rigging, the 
device should work equally well on 
all kinds of machinery. Security 
Controls is presently working on 
this phase of development. Carbor- 
undum Co., Niagara Falls, N. Y., 
has one in operation on a rubber 
mill now. Results to date: Good. 











em 











LOWER TRAY 


Disaster 


| Strikes .. . 


a eer oe 


be prepared to meet 
| all emergencies with a 


A HALCO 
FIRST AID KIT 


You can’t plan the location of 
future trouble, but you can be 
prepared to meet it with the Halco 
Disaster Kit. Its sturdy trunk 
keeps medical supplies and instru- 
ments secure and sterile, yet in- 
stantly available when needed. 
HIGHEST QUALITY pharmaceuti- 
cals and dressings are in plain 
view when you open the kit. The 
lid and two trays hold your equip- 
ment securely, protecting its con- 
dition. In the kit you'll find every- 
' thing—from instruments to blood 
plasma—you need to treat injuries 
quickly and effectively. 
' DON’T TAKE CHANCES on medi- 
cal help being unavailable when 
it’s needed in a hurry. Write to- 
- day for an _ illustrated brochure 
- showing all equipment carried in 
the Halco Disaster Kit. It’s a 
must for plants with 100 or more 
workers. 


Send for details today 


A. E. HALPERIN CO., INC. 


Circle 
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Boston 18, Mass. 


No. 105 on reader service card for more information. 








LINE 


MARKER 





Avoid Costly Accidents 


Keep your plant safe, and produc- 
tion flowing with well marked, 
clearly defined aisles, storage areas, 
machine borders. M-B Industrial 
Line Markers, do a fast, neat job 
— lay clean, sharp lines, maneuver 
easily, mark close up to walls. 


Model 5P, carries 5 gallons of 
paint, lays up to 8000’ per hour of 
4” single line. Attachments avail- 
able for use as portable paint spray 
unit. Send today for complete 
details. 


MEILI-BLUMBERG CORP. 


NEW HOLSTEIN, WIS. 
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WHY ARE COMPENSATION 
COSTS SKYROCKETING? 








Continued 


A worker, scalded in a plant acci- 
dent missed three weeks’ work in 
1940. He returned to work and the 
medical file was closed within sev- 
eral months. Nothing more was 
heard from him until 1945, shortly 
after he was released when the war 
plant where he worked was closed 
down. Three weeks later, his med- 
ical case had been reopened: after 
consulting doctors of all kinds, he 
finally found one who told him he 
was nervous and unstable and who 
related these things to his 1940 ac- 
cident. During the several years it 
took to establish his claim, he found 
other work which paid more than 
his original job. Today his case re- 
mains open for any medical treat- 
ment he may desire. He’s getting 
along in years; whenever he chooses 
to retire, chances are that he’ll do 
so on compensation money from his 
old employer. 

MORE FRAUDS are getting away with 
compensation. It’s pretty difficult 
for even an expert to expose a well- 
coached faker. “No doctor in the 
world can tell me whether or not 
my back hurts”: that’s the way one 
worker put it. He’s right, of course. 
Couple this fact with the boards’ 
predisposition towards making 
awards and you can see why back 
aches are in style. Take the experi- 





SALES REPRESENTATIVE WANT- 
ED: Experienced industrial safety 
equipment salesman to represent 
nationally known Midwest manu- 
facturer on West Coast. Salary 
and expenses to start. Must have 
contacts by virtue of past experi- 
ence and be able to get business 
direct and through jobbers. Pre- 
fer man between 25 and 35 who 
wants to better his present connec- 
tion. Apply by letter in full de- 
tail. Application will be held con- 
fidential. Other territories also 
open. Box 11052, Occupational 
Hazards, 1240 Ontario St., Cleve- 
land 13, Ohio. 











ence of one Connecticut manufac- 
turing plant: 

In 1941, 70 back injury cases of 
all kinds were reported there. At 
that time, the plant employed 6,500 
people. Last year the same plant 
had 3,600 employees. Thanks to a 
vigorous safety program, accident 
frequency had been reduced 80 per- 
cent: so had severity and lost-time 
rates. How many back injuries do 

Continued on page 121 
































At the 


NATIONAL SAFETY CONGRESS 


You can see the Line of 


GARDWELL PRODUCTS 


Including New Aluminized Materials 
At BOOTHS NO. 55 & 56 


This is our 28th. year of manufacturing safety clothing and 
equipment. During that time the GARDWELL LINE has 
established an enviable reputation for highest quality mer- 
chandise. If you are not now using GARDWELL PRODUCTS 
we urge you to investigate it now. 
If you cannot attend the National Safety 
Congress write for a copy of our Catalog. 


Safety CLOTHING wo EQUIPMENT Cc. 


DESIGNERS AND MANUFACTURERS 


1990 EAST 69th STREET *« CLEVELAND 3, OHIO 
f PHONE HEnderson 2-0400 





Circle No. 107 on reader service card for more information. 














































YOU CAN TELL AT A GLANCE 
WITH 


QUIK-LABEL PIPE MARKERS 


Identify every pipe in your plant quickly 
and inexpensively with Brady Pipe Markers. 
They give you a uniform system of identifi- 
cation based on ASA Standard Al3. Anyone 
can apply and everyone can identify the 
pipe contents and direction of flow. Cut 
maintenance time. Make your plant a safer 
place to work. Over 235 different markers 
in stock. Specials made to order. 


QUIK-LABELS come on handy dis- WRITE FOR 
penser cards. They are printed in large Pree 
black letters on approved ASA back- 
ground colors. Applied in a jiffy—they 
stick without moistening. Use indoors 
or outdoors. Cost only a few cents per 
marker. 





DISTRIBUTED IN 125 PRINCIPAL CITIES 
MANUFACTURERS OF SELF-STICKING PRODUCTS 
ee a 











Circle No. 108 on reader service card for more information 


SURETY 


TRIPL- 
PALM 


GLOVES 


“TRIPL-PALM CONSTRUCTION" 
Where Punishment is Roughest “® 


These new rough and tough 
Surety TRIPL-PALM GLOVES 
have an extremely heavy 
synthetic rubber coating on 
the palm where the greatest 
resistance to wear and abra- 
sion is needed most—yet, they 
are soft and pliable for hand 
comfort. On any job where 
there is extreme abrasive 
action—TRIPL-PALM GLOVES 





RUBBER CO. 
DEPT. ©. CARROLLTON, OHIO 
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LONG SERVICE LIFE 


will outwear, by many times, 
the usual coated glove. 


All styles available from your 
jobber or write today. 


NO SEAM HERE ® 
WING THUMB 
CONSTRUCTION 
MULTIPLIES 

GLOVE LIFE 


BOOTH 67 
CONRAD HILTON HOTEL 
CHICAGO, OCT. 20-24 
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REECE 


WOODEN SOLE 
SAFETY SHOES 


Foot Protection For All Industries 


It's never too hot or too cold for 
foot comfort when your workers 
are equipped with Reece Wooden 
Sole Safety Shoes. Wood won't 
conduct heat or cold: it’s the 
answer to those hot and hazard- 
ous jobs. 


No lost time from foot injuries 
when you keep workers on 
their feet with the Orthopedic 
Shoe (above). Its wood sole 
acts as splint and metal foot- 
guard; gives comfortable pro- 
tection to healing feet. 


Whatever your problem — heat, 
acids, water, oil—there is a 
Reece Wooden Sole Shoe to give 
workers safe, slip-free footing. 
Ask for details on styles to suit 
you. 





No. 504-S 


One-buckle, heat resist- 
ant. Built-in strong steel 
toe. 





No. 555 


Straps quickly over shoes 
for protection from heat. 


bitte a Lele} e)7, ye) i 3.) [eo] aiaey 





Columbus 


Nebraska 
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MORSE DRUM AND BARREL 


HANDLING EQUIPMENT FOR 


QUALITY, PRICE, SERVICE 





Write for free Booklet 











No. 10, $20.70 

















No. 44, $36.20 











No. 100-S, $44.20 





COINS TAAL 


Dickerson Street 


Syracuse 2, N.Y. 
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WHY ARE COMPENSATION 
COSTS SKYROCKETING? 


Continued 


you think there were in 1951? On 
the basis of smaller employment and 
improved safety standing, you’d ex- 
pect 6 or 8—10 at the most. But 
there were 59. “How can I account 
for them?” the safety director asked. 
“We haven’t had any equipment or 
process changes that could be re- 
sponsible for an epidemic. Come on 
into the plant. I want to show you 
something.” We went in and saw 
that every machine has its own jib 
or overhead crane. No worker in 
the plant has to pick up anything 
heavier than his lunch box. What’s 
the answer? “Compensationitis,” he 
says. And while the average back 
case ran less than $50 in 1941, last 
year’s crop was tremendously ex- 
pensive: 8 cases have already cost a 
total of $13,000—51 more to go. 

Check your own plant records, or 
your state’s records. They’ll show 
the same thing. For instance: 

e Ohio had a 31 percent increase 
in employment from 1940 to 1950. 
But back injuries increased 132 per- 
cent during the same period. 

e New York’s non-agricultural 
employment rose 7 percent in 1950 
over 1940 levels. Back sprains rose 
43 percent. 

e Minnesota’s work force  in- 
creased 57 percent. Back injuries 
rose 80 percent. 

All this during a period when in- 
dustry was spending a billion dol- 
lars on material-handling equip- 
ment. You’d think that industry 
was less, instead of more safety con- 
scious; that production methods 
were becoming more primitive, in- 
stead of increasingly mechanized. 
Why? What do you think? 

Combining the current welfare 
approach of boards and commissions 
with the difficulty of spotting a 
fraud and it’s not hard to realize 
that, unless a man has a bad record, 
he will probably collect. 

Sometimes a little digging for 
facts can help. In another eastern 
plant, a man with sacroiliac trouble 
went on record as never having had 
any trouble with his back prior to 
the time he started work at the 
company. Since he had only been 
there a few months, the safety di- 
rector double-checked his referen- 
ces. None of his former employers 
could shed any light on the prob- 
lem, but the last—in another state— 
put the investigator in touch with 
the claimant’s estranged wife. “Back 
ache?” she screamed over the phone. 
“Of course he has a back ache. He’s 
had trouble with it ever since I hit 


Continued on next page 
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Dermatitis CAN BE ‘‘wiped out”’....and.... 


SPOOK WATERLESS HAND CLEANER 
is doing it 
in many of America’s largest plants. 


How? By scientifically cleansing the “‘pores” of the skin... . 
NOT agitating the cause further by harsh scrubbing or with 
strong solvents. SPOOK’S bland penetrate the pores, 
ae a deeply-embedded substances, “by-passed” by 
GRIT-FREE-GERMACIDAL. Reduces ab- 
senteeism. Saves hundreds of man-hours. Easy to use. Mere- 
ly rub on—wipe off dirt with dry cloth. Leaves skin “hy- 
gienically” clean. 
















‘hetysier se REMOVES 
GREASE — RUBBER — TAR-PAINT — SHELLAC — PITCH — 
HA Th 
ND CLEA CEMENT — PRINTER’S INK — CARBON — MAGNAFLUX OILS 
ne “Heavy-duty—yet, EXTREMELY Mild.” 


Ask your Jobber—or write for sample & full information. 


“Gets the Grime— SPOOK PRODUCTS COMPANY 


Saves the Skin’’ 12620 Woodrow Wilson Detroit 6, Mich. 
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For 100% Effect Get 
The Dav-Son ‘‘Safety Director’’ 


Flashing color, changeable letter display for 
your important safety messages. The most ef- 
fective safety bulletin made. 

Write for special circular. 


j BL AR Tt ACTIVITIES | 
Wart AMY. OTHER | 
|... MESSAGES 


We manufacture Changeable Letter Bulletin 
Boards, Cork Back Boards and Directories for 
every purpose. 


A.C. DAVENPORT & SON UNG. 








ESTABLISHED 1932 


Jeon 311 N. DESPLAINES ST., CHICAGO 6, ILL. 
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¥S prepare your plant today 
B ww ccTeD FOR THE INJURY OF 
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with STANLEY “Flud-Lite’” Eyeshields 


Here in the tool crib of a leading manu- 
facturer, workers re-sharpen drill bits 
with speed and safety. Stanley ‘Flud- 
Lite” Eyeshields aid vsion . . . protect 


1951 leads all previous years in 
plant fatalities and injuries! 


Year by year as producti hedules are in- 
creased, emergencies to injured eamean are 
being met by the revolutionary 








grinder operator from flying particles at 
all times. Two window sizes, 4” x 6” No. 
600 and 6” x 10” No. 630—fit all grinders 
and are easily adapted to other machines. 
Ask your dealer or write for literature to: 
Stanley Electric Tools, 421 Myrtle St., 
New Britain, Connecticut. 


[ STANLEY ] 


Reg. U.S. Pat. Off. 
HARDWARE °* TOOLS °* ELECTRIC TOOLS 
STEEL STRAPPING °* STEEL 
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ct and 
simple to operate COLLAPSI-COT. ‘Ail F Wouees 
Stretcher. 
. at strategic plant locations 

- in plant courtesy cars 

. for removing workers from hazardous 

conditions 
Now, more than ever, with the threat 
atomic warfare, it will pay you to investi 
the many valuable features of COLLAPS!I- or 
You can get details from—E. Frank Hinkamp. 


Emergency Aids Company 


3444 NORTH CLARK STREET 
CHICAGO 13, ILLINOIS 
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YOU KNOW 
YOUR EXTINGUISHER 
WILL OPERATE 


The Safe-T-Meter dry chemical ex- 
tinguisher makes sure: its easy-to- 
read gauge lets you KNOW at a 
glance that you have positive pro- 
tection. Don’t take chances on 
empty extinguishers. You KNOW 
you're protected with Safe-T-Meter 
maintenance-free dry chemical ex- 
tinguishers. Ask for full facts on 
4, 15, 20, 25 and 30 Ib. models. 





PRODUCTS CORP., 


ELMSFORD, NEW YORK 
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SEARJEANT 
ADJUSTABLE 


BASKET GUARD 


for 


PUNCH 
PRESSES 






Hy ' 4 5, 


This enclosure type of guard, used 
for blanking and other first opera- 
tion work, prevents press operator 
from reaching in or accidentally 
coming in contact with moving 
die. Designed for easy installa- 
tion on any make of punch press. 
Vertical rods, adjustable up and 
down to fit over die straps, bolts, 
or parts of the die, completely en- 
close danger zone. Both hands of 
operator are free and out of 
danger, permitting maximum pro- 
duction in perfect safety. The 
guard is available with clear plas- 
tic window, if desired, which pro- 
vides press operator with a good 
view of die and stock as it is fed 
into press. 


For this and other types of Punch 
é Press Guards write for free cata- 
logs. 


SEARJEANT METAL PRODUCTS, INC. 


DEPT. O BOX 101, MENDON, N.Y. 











Circle No. 118 on reader service card. 





WHY ARE COMPENSATION 
COSTS SKYROCKETING? 





Continued 


him with a lamp in 1947. And 
thank’s for telling me where he is: 
he owes me support money for over 
a year.” When told of these findings, 
the claimant left work suddenly, 
hasn’t been heard from since. A 
lucky break for the employer who 
was ready to fork out about $1,200 
for an operation and other expenses 
for this “work-incurred” injury. 

As benefits go up, the incentive 
to work diminishes. Still its hard to 
understand why a man would rather 
sit on his backside and collect small 
weekly payments than return to the 
job. The safety director of a large 
Mass. plant explains it this way: 

“Just about every one of our 
thousands of workers if injured, 
would qualify for the maximum 
weekly benefits. So a man with a 
wife and three kids gets $40. Sure, 
thats only survival money; but some 
fellows will settle for that. Anyway, 
when you figure Federal income 
tax, Social Security, state income tax 
—all coming off his regular pay- 
check (compensation benefits aren’t 
taxable), there isn’t a whole lot of 
difference between working for $70 
and loafing for $40.” 

To make matters worse, when fak- 

ers are exposed, they don’t always 
suffer. How would you feel if your 
insurance carrier was making reg- 
ular payments to one of your work- 
ers, supposedly crippled by a work- 
injured back, and you learned that 
the fellow was hale and hearty, 
working for another company all 
the while? That’s exactly what hap- 
pened in New York recently. In the 
second plant he was working under 
an assumed name, using a second 
Social Security card. Faced with 
photographic evidence, the commis- 
sion, gave the fraud a mild scolding. 
But when the victimized employer 
tried to get its money refunded, the 
commission demurred: “He is an 
ignorant man,” was its ruling. “He 
doesn’t know any better.” 
IT ALL ADDS UP to the fact that ac- 
cidents cost more today than ever 
before. Part of this high price of 
injuries is due to factors as normal 
and as_ uncontrollable as_ those 
which make Americans the highest- 
paid, softest living people in the 
world. But only part. And we don’t 
mean to imply that all compensa- 
tion referees and boards are biased, 
that all claimants are malingerers 
and frauds. This study simply points 
to a trend of legislative and judi- 
cial changes in compensation laws 
and of the economic background in 
which they operate. 





L! ' 
DANGER 


rial! 





us LARM_ 
STANDARD SIGNS, INC. 
3190 EAST 65th ST., CLEVELAND 27, OHIO 

CAUTION] DANGER 


DANGER DANGER |® 


ee FIRE HANDS 
HOSPTTAC Ov: ay OFF 
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DESIGNED FOR 


GREATER SAFETY 








THE 
KENNEDY “VICTORY” CAP 
for all industrial jobs 


Better protection for all the hair all the time 
because the full, wide, snood-type back of 
the Kennedy ‘'‘Victory'’ Cap permits complete 
coverage. Easy to put on. Adjustable to all 
head sizes. 11 styles to choose from. 


Manufacturers and distributors of a complete 
line of safety clothing and equipment. 
Write Dept. OH for information regarding 

your needs. 


V. E. KENNEDY— 
INGALLS CO. 


3735 NORTH 35TH STREET 
MILWAUKEE 16, WISCONSIN 
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PAYS FOR ITSELF FAST! 


LO-HED CAR PULLER 











oe * 


INSTALL a Lo-Hed Car Puller at 
will be loaded and unloaded without lost time. You'll 
also cut demurrage costs; eliminate shifting charges; 


* 


your siding and cars 


abolish a cause of accidents... Lo-Hed Car Puller makes 
money inside a plant, too. Electrically-driven, rugged, 
it pulls anything in its capacity that can roll or slide. 
Write for full facts 


LO-HED MEANS LOW OVERHEAD 


AMERICAN ENGINEERING 





COMPANY 
°2429 Aramingo Avenue °® PHILADELPHIA 25, PA. 


AE Products are: Toylor and Perfect Spread Stokers, Marine Deck Auxiliaries, 
Hydramite and Hele-Shaw Fluid Power, Lo-Hed Hoists, Lo-Hed Cor Pullers. 
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ERY WITH BLAW- KNOX 
emaresTe? BRATING 


Everyone walks safely, confidently on 
Blaw-Knox Electroforged Steel Grat- 
ing ... the one-piece panels stay rigid 
and strong—without shimmy or shake 
— because there are no parts to work 
loose. Twisted cross bars provide 
sure footing under the most adverse 
conditions. For complete informa- 
tion, write for Bulletin 2365. 


BLAW-KNOX GRATING 

Industry’s first choice for 
© SAFETY © STRENGTH ® LONG LIFE 
© LOW UPKEEP ¢ SELF-CLEANING 


Grating Department 

BLAW-KNOX DIVISION of Blaw-Knox Co. 
2109 Farmers Bank Bidg., 
Pittsburgh 22, Pa. 






















ELECTROFORGED 
STEEL GRATING 


BLAW-KNO 
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DO PRODUCTION ~~ 
MARKING JoBs 


SArety 





“WEDGE-GRIP” 
STEEL TYPE HOLDER 


Ideal for use on marking jobs re- 
quiring interchangeable type, this 
unit features a patented Safety Snap 
for speed and ease in changing 
type. Made to order in any size, it is 
made of Mecco Safety Steel to pre- 
vent spalling and mushrooming. 


QNNINGHAM Co. 


CASC 
TYPE cH ANGE 
FEATURE 





Write for literature 


SAFETY STEEL STAMPS 





1057 CHATEAU STREET e PITTSBURGH 33, PA. 
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The Answer to Industrial Dermatitis 


(a Just as simple ar this..... 


. where irritation and defatting of the skin arise from 
frequent contact with solvents, chemicals, paint spray, etc. 
. . . Skin-Cote Creams provide an invisible film over the 
v skin, setting up a barrier to the irritant material. Also 
important to you is the fact that Skin-Cote Creams are 
superfatted with U. S. P. grade oils and lanolin to help 
restore any loss of the natural skin oils and fats. 

Send today for detailed information on the creams to fit 
your operations—you will find that the answer to industrial 
dermatitis is just as simple a this. ‘‘Skin-Cote Fortifies the 
Future of Working Hands.” 

“Skin-Cote Fortifies the Future of Working Hands.” 


The BOYER-CAMPBELL Company 


Safety Division 
6536 St. Antoine Street Detroit 2, Michigan 
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And Sudden 
Injury 


TWO HANDS GROPING weakly for air: 
frantic rescue attempts were too 
late to reach them. By the time this 
boy was dug out he was dead. How 
he fell into the tank in the first 
place is not known. But certainly 
prevention must start by protecting 
workers from falls into open tanks 
or pits, regardless whether they 
contain grain, water or anything 
else. 

What seems more important here 
than the cause behind this particu- 
lar tragedy is the fact that it hap- 
pened to a school boy who was 
working at the malt plant during 
the summer. It points up a fact 
safety men have long known: 

e The biggest group of injuries in 
all plants are sustained by new men, 
those who are unsettled and con- 
fused in their work surroundings. 
The greatest need—and the best op- 
portunity—for safety-inculcation is 
before the new employee starts on 
the job. If you show him the job, 
explain the hazards involved, coach 
him on ways to avoid trouble—in 
short, indoctrinate him, before he 
has to tangle with them alone, you 
equip him for his employment. If 
you just turn him loose and hope 
that he learns by experience, he 
may take a fatal step before that 
experience accumulates. 





Reprints... 


... of the facing page are avail- 
able from O.H.’s Reprint De- 
partment. Cost: 1 to 19—12c¢ 
each; 20 to 49—10c each; 50 to 
99—8c each; 100 and over—6c 
each. Orders for each month’s 
reprints must be received, to- 
gether with payment for them, 
by the 25th of month of publica- 
tion. Please send separate order 
for each month’s reprints. Allow 
three weeks for delivery. 
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(Above) Exhaust from this Aerotec Integral, 
connected to automatic precision grinding 
machine, is returned clean to the room. Con- 
veying velocity is 4500 fpm. This is one of 
many Aerotec applications at the Winchester 
Repeating Arms Company, Division of Olin 
Industries, Inc., in Connecticut. 


(Right) Note the compact arrangement’ of 
elements in the Aerotec Integral Collector. 
As this cutaway view shows, the large cyclone, 
for collecting larger dusts, has an outlet lead- 
ing to a series of highly efficient, small diameter 
tubes, for the finer dusts. 


© Self-cleaning tube design — No filters to plug 


© Trouble-free operation—No moving parts to fail 


Combatting the hazards of industrial dust with the Aerotec 
Integral Collector is good insurance against loss of productivity 
in your plant. You safeguard the health of your workers and 
eliminate the danger of explosion from high dust concentrations. 
In addition, you protect machinery and equipment in your 
plant from excessive wear or corrosion caused by abrasive or 
corrosive dusts. Efficiency goes up; maintenance costs down. 

The Aerotec Integral Collector controls dangerous dusts at 
their source with a higher constant collecting efficiency than 
conventional impingement types, over a wide range of flow 


rates. There are no filters to plug or liquids to watch. This unit’ 


delivers constant suction at the hood. It operates for long, 
maintenance-free periods, requiring only periodic emptying of 
the spacious dust bin. 

To meet increasing government demands for high production 
schedules, plant engineers in heavy industrial sections of the 
nation are ordering more and more Aerotec Integral Collectors. 
It is an ideal way to assure clean, healthful surroundings that 
pay off in high output and worker satisfaction. To determine 
just the right type of equipment for your particular dust 
collection problem, call or write today. 

Project Engineers 
THE THERMIX CORPORATION 
GREENWICH, CONN. 


(Offices in 38 Principal Cities) 


Canadian Affiliates: T. C. CHOWN, LTD., Montreal 25, Quebec; Toronto 5, Ontario 






















THE AEROTEC CORPORATION 


GREENWICH, CONN. 
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FRESH AIR 


with Coppus Type A 
Ventilator 


Assure greater safety, com- 
fort for workers... get greater 
efficiency. 

Drive out dangerous fumes, 
gases, stagnant or hot air from 
boilers, cable manholes, tanks, 
vats and other confined places. 
Supply fresh air continuously. 
send now for further informa- 
tion. Coppus Engineering Cor- 
poration, 310 Park Avenue, 
Worcester 2, Mass. 


@MANHOLES made safe for 


workers’ entrance within minutes. 


4 BOILER AND TANK INTERIORS 
cooled by Coppus. Fresh air supplied 
continuously. 


ANOTHER 


COPPYS 


“BLUE RIBBON” PRODUCT 
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You're invited to request samples and clinical data. 


medical profession with a 
highly respected clinical 
record. 


PROMPT 
PATIENT RELIEF 


Local application provides 
prompt and continued con- 
trol of pain. 


AID TO BUSY 
PHYSICIANS 


Easy-to-apply, non-compli- 
cating dressing—no prelimi- 
nary debridement necessary, 
no eschar formation. 


EMULSION e OINTMENT 





CARBISULPHOIL COMPANY 
2935 SWISS AVENUE, DALLAS, TEXAS 
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“FOILLE FIRST IN FIRST AID” for Burns, Wounds, Lacera- 
tions, Abrasions in office, clinic and hospital procedures. You're 
invited to request samples and clinical data. 

ANTISEPTIC @ ANALGESIC 


card for more information. 
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LETTERS TO THE EDITOR 





clear a jam or make some very 
minor adjustment. Under such con- 
ditions, it is hardly practical to ex- 
pect operators to .. . lock out the 
circuit. When such a machine is 
equipped with multi-stop buttons, 
the danger of its being restarted by 
some other operator ... is very 
great. 
Allen L. Cobb 

Safety director 
Kodak Park Works, Eastman Kodak 

Co. 
Rochester, N, Y. 


Sudden Injury Comment 


Editor, 

In your July issue, on page 54, it 
shows a construction worker being 
brought down a ladder. Perhaps it 
should also be noted that, besides 
this man not wearing a helmet, the 
nails sticking up in the lumber pile 
is not a safe practice. Also the type 
of ladder being used by the con- 
struction company, in my estima- 
tion, is not the best. 

R. Dews 


Safety Director 

Waterbury Farrel Foundry & Ma- 
chine Co. 

Waterbury, Conn. 
e Right you are (see cut). 


Facts About Snakes 


Editor, 

May we have your permission to 
reproduce in our L & N Magazine 
the article Facts About Snakebite 
which appeared in OH, June 52? We 
shall be indebted to you for this 
courtesy. 

H. C. Daulton 
Asst, to Supt. of Safety 


OCTOBER, 1952 


Continued 


Louisville & Nashville R.R. Co. 
Louisville, Ky. 


e Certainly. 


Safety Selling Props 
Editor, 

...re New Ways To Tell An Old 
Story (OH, July ’52): How long are 
safety engineers going to use scare 
technics in attempting to motivate 
workers into safe occupational prac- 
tices? I refer particularly to the 





demonstration of the glass eye. 
Health educators have learned that 
frightening a person will not cause 
a change in behavior, and that a 
positive approach is the one desired 
. . . It is our personal feeling that 
the presence of the prosthesis in the 
safety engineer’s bag of tricks is 
detrimental to his program and ac- 
complishes nothing . . . This whole 
technic is negative and frightening 
and should be replaced pronto... 
J. S. Felton, M. D. 
Medical director 
Oak Ridge National Laboratory 
Oak Ridge, Tenn. 











Famous Du Pont 
PRO-TEK helps 
prevent time loss 


PROTECT YOUR WORKERS’ hands with 
Du Pont PRO-TEK, the hand cream 
that acts like an invisible work glove. 
When rubbed on the hands and arms 
before starting work, it guards the 
skin against paint, grime and insolu- 
ble cutting oils. And it’s easily washed 
off with water when the job is done 
. .. takes all the grime with it. 

Order Du Pont PRO-TEK today. 
Or write E. I. du Pont de Nemours & 
Co. (Inc.), Wilmington 98, Delaware. 


PRO-TEK 


REG. U.S. PAT. OFF. 


BETTER THINGS FOR BETTER LIVING 
THROUGH CHEMISTRY 


HAND PROTECTIVE CREAM 


Circle No. 127 on reader service card for more information. 








soothes, protects, 
aids healing in 


burns 
DIONOL 


plain 
OINTMENT 


melts rapidly at skin temp- 

erature for rapid and thorough 
coverage of damaged surfaces. Fine, 
too, for use on slow-healing wounds, cuts, 
bruises, abrasions. easily 
changed. Bland, non-irritant, color- 














Dressings 


less, non-staining. 


Choice of Industrial Physicians for over 35 
years. 


in economical tubes, jars, and in bulk by the 
pound. 


For liberal free sample, price lists and litera- 
ture write... 


DIONOL PHARMACAL CO. 
@ummmmmms )=—Ferndale 20, Michigan 


Circle No. 128 on reader service card. 


ELIMINATE YOUR 
LADDER HAZARDS 











with JUHNSON’S LADDER SHOES 


Molded of high-grade rubber, they 
have exclusive ankle-action to 
keep them flat at any angle. Sim- 
plicity of construction and dur- 
ability have made them popular 
everywhere. Recommended by 
many insurance companies and 
safety engineers. 

A trial order will prove their many 
merits. Order Johnson Ladder 
Shoes from your supplier, or write 
direct to 


JOHNSON LADDER SHOE CO. 
Eau Claire Wisconsin 


Circle No. 129 on reader service card 
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One-piece curved impact-resistant acetate 
lens can be replaced in seconds. Inter- 
change clear with transparent green. 
Can't be jarred loose. Reinforced bridge 
is integral part of frame, gives extra pro- 
tection and comfort. 











Ful-Vue temples, spatula or flexible cable 
styles, provide unrestricted wide-angle 
vision. Both styles with optical hinges. 





BAL-spec is unusually comfortable. May 
be worn effectively over regular glasses 
or corrective safety lenses. 























Here’s an all-acetate spectacle-type eye 
shield that meets a long expressed need. 
Especially suited for workers, supervi- 
sory personnel and plant visitors in semi- 
hazardous areas. BAL-spec weighs only 
an ounce and a quarter! It affords an un- 
usually wide field of view. Frame is extra 
sturdy. Spatula temples especially de- 
sired by women because they don’t muss 
hair. The one-piece acetate lens, of 
course, meets all U.S. Bureau of Stand- 
ards requirements. Each BAL-spec indi- 
vidually sealed in cellophane. Ask your 


The brand new Bausch & Lomb 


Bausch & Lomb supplier for descriptive 
literature, free sample to examine and 
test in your plant. Or write Bausch & 
Lomb Optical Company, 90410 Smith 
St., Rochester, N. Y. 








PACKAGED 
FOR VISITORS! / 


You provide sani- 
tary protection for plant 
visitors by cleaning BAL-spec 
and re-inserting and sealing in 
dustproof polyethylene bags. They're 
available plain or with your imprint. 


\e/ ALL-PLASTIC 
« 5 ec SPECTACLE-TYPE 
EYE SHIELD 


Circle No. 130 on reader service card for more information. 





a TIMES Sergeant Lee’s 


platoon had taken, then lost, the hill , 


near Ip-o-ri. On the fifth try, the ser- 
geant, though hurt, was leading. A 
Red grenade hit him, seriously wound- 


ing both legs. Refusing assistance, he 
advanced by crawling, rising to his 
knees to fire. He caught a rifle bullet in 


M/Sst. 


Hubert L. Lee,usa 
Medal of Honor 


the back. Still he wouldn’t be stopped. 
Finally, with 12 survivors of his pla- 
toon, he took the hill, then let the 
stretcher-bearers carry him away. To- 
day Sergeant Hubert Lee says: 


“In thirteen years of soldiering, I’ve 
seen brave enemies defeated—because 
things had collapsed back home. That’s 
why I can appreciate what a good 
thing it is when people like you buy 
United States Defense Bonds. 


“I’m told that you, and millions of 
others, own a total solid investment of 
50 billion dollars in our country’s 


Defense Bonds. That’s good! That’s 
strength! A man can face a hill when 
he knows that people like you are keep- 
ing our homeland strong.” 


* * * 


Now E Bonds earn more! 1) All Series E 
Bonds bought after May 1, 1952 average 3% 
interest, compounded semiannually! Inter- 
est now starts after 6 months and is higher 
in the early years. 2) A/l maturing E Bonds 
automatically go on earning after maturity 
—and at the new higher interest! Today, 
start investing in better-paying United 
States Series E Defense Bonds through the 
Payroll Savings Plan where you work! 


Peace is for the strong! bor peace and prosperity save with U.S. Defense Bonds! 





The U.S. Government does nof pay for this advertisement. It is donated by this publication 
in cooperation with the Advertising Council and the Magazine Publishers of America. 








